MODEL 
MZ66B 


MANLIFT 


“MANLIFT PARTS CATALOG 


BOOM AND LIFT GROUP: (Includes complete Boom breakdown, cylinder breakdown, scissor arms breakdown & PAT 
system if required). 


PLATFORM CONTROL GROUP: (Includes complete platform and control panel breakdown, gauges, switches 
and electrical harness). | 


TURNTABLE-HYD SWIVELS GROUP: (Includes turntable drive, swing lock, electric/hydraulic/air swivels, hyd. & fuel tank). 
ENGINE GROUP: (Includes engine installation, air cleaner installation and breakdown). 


AXLE GROUP: (Includes turntable drive breakdown, counterweights, swing lock, electric/hydraulic/air swivels, 
lift cylinders and control valves). | 


ENGINE GROUP: (Includes axle installation and breakdown, tire and wheel breakdown: 


OUTRIGGER GROUP: (Includes outrigger installation and cylinders). 
FRAME GROUP: (Includes frame decals, fuel and hydraulic tanks inf mounted on frame). 
AIR/ELECTRICAL GROUP: (Includes all electrical and air installations, harness assembly. Does not include control panels). . 


HYDRAULIC GROUP: (Includes all hydraulic installations, control valves, hydraulic lines installations). 
valves mounted on frame). 


GROVE Crane Care Publications Dept. 
1565 Buchanan Trail East 
Shady Grove, PA 17256-0021 
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GENERAL 


This catalog is custom built to a particular model and serial number machine. The catalog con- 
tains a Machine Component Index, Parts Lists, Illustrations, Alphabetical Index, Numerical 
Index, Recommended Spare Parts List and Belt and Filter Maintenance List. 


CONTENTS 


MACHINE COMPONENT INDEX 


This document located in the front of the catalog is the key to using the parts catalog. The 
index lists major group headings that correspond with the index tabs throughout the catalog. 
Under each major group heading are part numbers and descriptions of the related parts and 
components that are illustrated for parts ordering. The parts lists and illustration numbers cor- 
respond with the numbers on the index and are located behind the major group index tab in the 
sequence listed on the index. 


Grove Worldwide 
MACHINE COMPONENT INDEX 


Date: Jun 14, 2002 Rav. 


ASSEMBLY - Fi 
BSENPON LY - FOLDING 


EXTENSION ASSEMBLY - BOOM FLY 
SHEAVE ASSEMBLY - COMPLETE 
SHEAVE ASSEMBLY - COMPLETE 


LIGHTBAR INSTALLATION 


BOOM KIT - LMI 
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TO ORDER PARTS 


IT IS ESSENTIAL TO SUPPLY THE FOLLOWING INFORMATION ON PARTS ORDERS 
SO THAT YOUR ORDER CAN BE PROPERLY EXPEDITED. 


1. Give Model and Serial Number of your machine. This information is found on the serial num- 
ber plate mounted in the cab (Cranes) or on the basket (Platforms). 

2. Give complete information on the Part(s) requested including the part number, description and 
quantity. 

3. Give the specific major unit for which the item is required, such as: Front Axle, Transmission, 
Cylinder, Platform, Control Box, etc... 

4. Give complete “Ship-to” address and specify exact method of shipment wanted. 

5. Specify the urgency of the parts ordered by designating the priority (emergency or stock) 


NOTE: When placing telephone orders, please record with whom you spoke and the date of the 
order, so that follow-up telephone conversations are processed without confusion. 
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PARTS LISTS/ILLUSTRATIONS 
All part numbers located on the Machine Component Index have a corresponding parts break 
down found in the catalog. The part numbers are located at the bottom of the parts lists and 
illustrations match the part numbers on the index. The parts lists consist of part numbers, 
descriptions, quantities and an item number referring to the illustrated drawing. The illustra- 
tions are pictorial representations of parts and correspond to the applicable parts list. 


Grove Worldwide Grove Worldwide 
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ALPHABETICAL PARTS INDEX 


This is an alphabetical listing of part numbers, their descriptions, page number and where the 
parts are located in the parts catalog. This is identified as Appendix A. The Alphabetical index 
does not include common parts. 


Grove Worldwide 
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NUMERICAL PARTS INDEX 


This is a numerical listing of part numbers, their descriptions, page number and where the 


parts are located in the parts catalog. This is identified as Appendix B. The Numerical index 
does not include common parts. 


Grove Worldwide 


RECOMMENDED SPARE PARTS LISTS 


This is a recommended listing of part numbers, their descriptions, page number and where the 
parts are located in the parts catalog. This is identified as Appendix C. 
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Brom - T$34000183 To - 9372101859 
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GROVE. 


BELT AND FILTER MAINTENANCE LIST 


This is a list of Belts and Filters used on a specific serial number, their descriptions and page 
number where the parts are located in the parts catalog. This is identified as Appendix D. 
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LI FETI ME CUSTOMER SUPPORT 


Grove O-ring Kit! 


Grove Lifetime Customer Support (Crane Care) is continually striving to provide products that will assist in keeping your 
Grove product up and running. With this in mind, Grove LCS is pleased to introduce the all-new 
Grove Manlift High UsageO-Ring Kit.. 


Covers entire Grove Manlift product line 
Used on 20 different components 
643 total individual rings 


PAN 


1 


Genuine Grove approved replacement parts 

Saves costly down time, have the right part when 

you need it 

Eliminates searching for a “will fit” part 

Parts can be used on other hydraulic equipment 

Backed by the Grove Lifetime Customer Support organization 


The Grove part number is 9-999-100170 


To place your order, please contact your nearest Grove Worldwide Distributor today for full details and pricing. 


GROVE WORLDWIDE 
LIFETIME CUSTOMER SUPPORT 
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Manitowoc Crane Group 
MACHINE COMPONENT INDEX 


Date: Sep 17, 2007 Rev: 
“Model Number mm | | p Serial Number 
MZ66B 42528 
sa ee KE 
3 7970000994 HUB ASSEMBLY - TORQUE 
BOOM AND LIFT GROUP 
7 2145900775 BOOM ASSEMBLY 
2145900716 BASE SECTION - BOOM 
6372002817 CYLINDER ASSEMBLY - 4" 
TELESCOPE 
2145300782 ROTATOR ASSEMBLY 
7009000042 ACTUATOR ASSEMBLY - ROTARY 
7926001362 VALVE ASSEMBLY - DUAL 
COUNTERBALANCE 
6372004779 CYLINDER ASSEMBLY - 3" 
SLAVE 
6246001619 CABLE ASSEMBLY - BOOM 
6246001191 CABLE ASSEMBLY - BOOM 
8 2145900049 POWER BRIDGE INSTALLATION 
(NOT AVAILABLE AS ASSEMBLY) 
7360000023 POWER BRIDGE ASSEMBLY 
8 2146900023 COVER INSTALLATION - 
REAR BOOM 
(NOT AVAILABLE AS ASSEMBLY) 
16 6372004786 LEVELING CYLINDER 
INSTALLATION - MASTER 
6372004781 CYLINDER ASSEMBLY - 
MASTER 
18 6372002830 ee INSTALLATION - 
6372002810 CYLINDER ASSEMBLY - LIFT 
21 6810001988 PIVOT SHAFT INSTALLATION - 
BOOM 


PLATFORM CONTROL GROUP 
9 2145300780 PLATFORM INSTALLATION 


2145300781 PLATFORM 
33 |6176002865 GAS) CONTROL BOX ASSEMBLY 


6176002827 CONTROL BOX ASSEMBLY - LOWER 


6750000729 RELAY BOARD ASSEMBLY - 
MODIFIED 
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Manitowoc Crane Group 
MACHINE COMPONENT INDEX 


HYDRAULIC 


Date: Sep 17, 2007 |. Rev: 
Model Number Serial Number _ 
MZ66B 42528 

e Tree E 

6512001983 HARNESS ASSEMBLY 

6176002778 CONTROL BOX AND FOOTSWITCH 73 
INSTALLATION - UPPER 

6176002788 CONTROL BOX ASSEMBLY - 77 
DOMESTIC UPPER 

7352000937 CONTROLLER ASSEMBLY 81 

7352000936 CONTROLLER ASSEMBLY - 83 
THUMB 

6512002305 HARNESS ASSEMBLY - UPPER 85 
CONTROL BOX 

2145300801 COVER INSTALLATION - 87 
UPPER CONTROL BOX 

7258001641 COVER ASSEMBLY - HOSTILE 89 
ENVIRONMENT 

TURNTABLE-HYD SWIVELS GRP 

6099000450 BEARING BOLT 91 
INSTALLATION 

2145200676 TURNTABLE DRIVE 93 
INSTALLATION 

2145200028 SWING DRIVE ASSEMBLY 97 

7734000113 PLANETARY GEAR REDUCER 99 
ASSEMBLY 

6188000107 BRAKE ASSEMBLY 101 

7632000082 MOTOR ASSEMBLY - ORBIT 103 

7926001339 VALVE ASSEMBLY 105 

7734000113 PLANETARY GEAR REDUCER 107 
ASSEMBLY 

6188000107 BRAKE ASSEMBLY 109 

7632000082 MOTOR ASSEMBLY - ORBIT 111 

7926001339 VALVE ASSEMBLY 113 

2143200033 FUEL TANK INSTALLATION 115 

2143200010 TANK INSTALLATION - 117 
HYDRAULIC OIL 

7880000183 TANK ASSEMBLY - HYDRAULIC 119 

6364001290 SWIVEL INSTALLATION - 121 
HYDRAULIC 

6364001284 SWIVEL ASSEMBLY - 123 
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Manitowoc Crane Group 


MACHINE COMPONENT INDEX 


Date: Sep 17, 2007 


Model Number - 


Rev: 


MZ66B 


- Serial Number 
42528 


LIN KEEN NNNM 


2145200701 LOCK INSTALLATION - 


TURNTABLE 
METAL INSTALLATION - SHEET 
DOOR ASSEMBLY - RIGHT HAND 


2145100036 
2144200052 
2154600597 


LEVEL AND ROTATE 


ENGINE GROUP 
POWER UNIT INSTALLATION - 
NISSAN A-15 (GAS) 


CLEANER ASSEMBLY - AIR 


PUMP ASSEMBLY - PISTON 
COMPLETE ASSEMBLY 


HARNESS ASSEMBLY - ENGINE 


AXLE GROUP 
DRIVE INSTALLATION - REAR 


MOTOR AND HUB ASSEMBLY 
HUB ASSEMBLY - TORQUE 
BRAKE ASSEMBLY 

MOTOR ASSEMBLY 

TIRE AND WHEEL ASSEMBLY 
TIRE AND WHEEL ASSEMBLY 
TIRE AND WHEEL ASSEMBLY 
TIRE AND WHEEL ASSEMBLY 


LINKAGE INSTALLATION - 
FRONT STEER 


CYLINDER ASSEMBLY - 
3" STEER 


HUB ASSEMBLY - 
RIGHT HAND 


HUB ASSEMBLY - 
LEFT HAND 


FRAME GROUP 
FRAME AND COUNTERWEIGHT 
INSTALLATION 


COUNTERWEIGHT INSTALLATION 
HOSE CLAMP INSTALLATION 
DECAL INSTALLATION - MZ66B 


2154800742 


7304000082 
7122000218 


6512002038 


2145100780 
2145100784 
7970000994 
7188000702 
7632000134 
6970001471 
6970001024 
6970001470 
6970001023 
2145100832 


6372005805 


2143100017 


2143100018 


2145100808 


2145100819 
2145600743 
63/6010045 


HYDRAULIC LINES INSTALLATION - 
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Manitowoc Crane Group 
MACHINE COMPONENT INDEX 


Date: Sep 17, 2007 Rev: 


Model Number Serial Number 
MZ66B 42528 


Pere] e e f 


6978003734 SWITCH INSTALLATION - 
CHOKE/PREHEAT 
6978003721 CABLE BACK-UP INSTALLATION 
6872001701 LIMIT SWITCH ASSEMBLY 
6978003554 ELECTRICAL SYSTEM INSTALLATION 
6512001981 HARNESS ASSEMBLY 
6512001903 HARNESS ASSEMBLY - 
LIMIT SWITCH 
6978003592 BATTERY INSTALLATION 
6978003599 110 VAC INSTALLATION 
2132600650 110VAC OUTLET ASSEMBLY 
6872000724 CIRCUIT BREAKER ASSEMBLY 
6978003609 LIGHTS INSTALLATION - 
STROBE 
6246002572 CABLE ASSEMBLY - STROBE LIGHT 
6246002573 CABLE ASSEMBLY - STROBE LIGHT 
6978004178 CAPACITOR 
ELECTRICAL INSTALLATION - 
6340000523 CAPACITOR ASSEMBLY 
HYDRAULIC GROUP 
2145600652 HYDRAULIC COMPONENTS 
INSTALLATION 


7926003166 
7437000112 


7437000740 


7632000155 


2145100722 


7926003136 


7926001981 
7926002028 


2145600657 


AIR/ELECTRICAL GROUP 


VALVE ASSEMBLY - MANIFOLD 


FILTER ASSEMBLY - 
OIL RETURN 


FILTER ASSEMBLY - 
HYDRAULIC 


SER PACK ASSEMBLY - 


VALVE INSTALLATION - 
PROPEL 


VALVE ASSEMBLY - 
FLOW DIVIDER 


VALVE ASSEMBLY - CONTROL 


VALVE ASSEMBLY - PRESSURE 
REDUCING/RELIEVING 


HYDRAULIC LINES INSTALLATION - 
SUPPLY, PRESSURE AND RETURN 
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Manitowoc Crane Group 
MACHINE COMPONENT INDEX 


Date: Sep 17, 2007 


- Model Number — 


Rev: 


~ Serial Number 


MZ66B 


LIN NENNEN IC 


47 


48 


49 


50 


59 


2154600565 


HYDRAULIC LINES INSTALLATION - 
STEER 


HYDRAULIC LINES 
INSTALLATION - PROPEL 


HYDRAULIC LINES INSTALLATION - 
SWING 


2145600742 


2154600564 


HYDRAULIC LINES 
INSTALLATION - LIFT 


HYDRAULIC LINES INSTALLATION - 
TELESCOPE 


HYDRAULIC LINES 
INSTALLATION 


2145600563 


2145600012 


2154600606 


42528 
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Notes 
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Manitowoc Crane Group _ 


7970000994 


(SHEET 1 OF 1) 


Page 2 
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Manitowoc Crane Group 


Description 
| HUB ASSEMBLY - TORQUE 


Mel: 


1 9734100347 1 
2 9734100567 1 
3 9734100341 2 
4 9734100342 1 
5 9734100343 1 
6 9734100319 1 
7 9734100321 1 
8 9734100320 1 
9 9734100499 10 
10 9734100327 2 
11 9734100568 1 
12 9734100322 1 
13 9734100323 1 
14 9734100325 1 
15 9734100326 1 
16 9734100571 6 
17 9734100574 6 
18 9734100333 
19 9734100572 
20 9734100573 
21 9734100331 
22 9734100337 
23 9734100335 
24 9734100569 
25 9734100348 
26 9734100349 
27 9734100345 
26 9734100344 
29 9734100578 
30 9734100579 
31 9734100339 
32 9734100338 


Assembly No. 
7970000994 
Revision: 


COUPLING 
SPINDLE 
WASHER 
SPRING 

RING, RETAINING 
SEAL 

CONE, BEARING 
CUP, BEARING 
STUD 

PLUG, PIPE 

HUB 

CUP, BEARING 
CONE, BEARING 
SPACER 

RING, RETAINING 
WASHER 
WASHER 
ROLLER 
SPACER 

GEAR, CLUSTER 
CARRIER 

PIN 

SHAFT 


GEAR 
INTERNAL 


WASHER, THRUST 
BEARING, THRUST 


SHAFT 
INPUT 


RING, RETAINING 
SPACER 


GEAR 
INPUT 


O-RING 
GEAR, RING 


Page 3 
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Manitowoc Crane Group 


Description | Assembly No. - 


HUB ASSEMBLY - TORQUE | |. — . . 7970000994 
e. | Revision: "m 
Description | 
9734100575 COVER 
9734100517 O-RING 
9734100576 CAP 
9734100516 O-RING 
9734100577 ROD 
9734100514 CAP |. 
9734100513 CAP SCREW 
1/4" - 20 N.C. X 3/4" 
GRADE 5 
9734100518 1 | PLUG, PIPE 
9734100580 8 |CAP SCREW 
9734100581 CAP SCREW 
GRADE 8. 
9734100570 CARRIER ASSEMBLY 


INCLUDES NBR 16-23 


Page 4 
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Manitowoc Crane Group. 


Notes 


Page 5 
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2145900775 


Manitowoc Crane Group _ 


A TO anganan I m A 


REF “VIEW OF HYDRAULIC PARTS AND HOSES” 


“VIEW OF POWER BRIDGE 4 COVER” 


REF 


106 


(END GOES TO ROTATOR) 


(SHEET 3 OF 3) 
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DETAIL I 
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Manitowoc Crane Group 
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145900775 


(SHEET 1 OF 3) 
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Manitowoc Crane Group 


Description 
[S ASSEMBLY 


Assembly No. 
2145900775 
Revision: A 


LIJLENN e eee 


1 2145900716 
2 2145900718 
3 2145900666 
4 + 6372002817 
5 # 6286000716 
6 2146900045 

7069000345 
7 6718001131 

7069001092 
8 4146900055 
9 6059000204 
10 6059000205 
11 4146900099 
12 6705016306 
13 7785221474 
14 6810001777 
15 6810002782 
16 6689000560 
17 6689000556 
18 6810001776 
19 4146900095 
20 6671000246 
21 6705009263 
22 6671000248 
23 6659000226 
24 6705009267 
25 7949000263 


6671000236 
4146900003 
6671000247 
6671000249 
4146900006 


+ SEE FURTHER BREAKDOWN THIS GROUP 


DS — O ~ ~ M A 


2 
1 
1 
1 
1 
0 
4 
0 
n 
2 
2 
3 
4 
1 
4 
4 
1 


BASE SECTION - BOOM 
SECTION, BOOM MID 
SECTION, FLY 


CYLINDER ASSEMBLY - 4" 
TELESCOPE 


CHAIN ASSEMBLY 


SHEAVE 
INCLUDES THE FOLLOWING PARTS 
BEARING 


SHEAVE 
INCLUDES THE FOLLOWING PARTS 
BEARING 


BAR, RETAINING 
BAR, RETAINING 
BAR, RETAINING 
SHIM 

PLATE 


SET SCREW 
3/4" - 10 N.C. X 7/8" 


SHAFT 

PIN 

PIN 

PIN 

SHAFT 

SHIM 

PAD, WEAR 

SHIM .0897" 
SUPPORT, WEAR PAD 
NUT 

SHIM 

WASHER, HARDENED 
PAD, WEAR 

PAD, WEAR 

PAD, "L” WEAR 
SUPPORT, WEAR PAD 
PAD, WEAR 


# SERVICED AS AN ASSEMBLY ONLY 
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Description 


| BOOM ASSEMBLY 


4146900123 . 


4149900019 
4143900026 
7110141023 


6671000245 
6671000244 
6200080829 
7115160750 


7690153201 
6705010972 
7689000036 
7785161070 
7785180874 


7/85221874 


6199001674 
7440000000 
7950140141 
7110180823 


7115183650 


7115162050 


7115181050 


7115180850 


7690020810 


. Manitowoc Crane Group — 


Assembl .No. 
. 2145900775 


Revision: A ~™ 


| Description 


PAD, WEAR - TAPERED ROLLER 


- | PAD, WEAR 
PAD, WEAR 
| CAP SCREW 


1/4" - 20 N.C. X 1 1/4" 


GRADE 1 | 

PAD, WEAR - MID 

| PAD, WEAR - BASE 
BUSHING 


CAP SCREW 
3/8" - 16 N.C. X 7/8" 
GRADE 5 


PIN, CLEVIS 
PLATE 
PIN, CLIP 


SET SCREW 
SET SCREW 


| 1/2" - 13 N.C. X 1/2" 


SET SCREW 
3/4" - 10 N.C. X 1 1/8" 


BUSHING, SPACER 
FITTING, 1/8 STRAIGHT GREASE 
FLATWASHER, 1/4" I.D. 


CAP SCREW 
1/2" - 13 N.C. X 1" 
GRADE 1 


| CAP SCREW 
| 1/2" - 13 N.C. X 4 1/2" 


GRADE 5 


CAP SCREW 
3/8" - 16 N.C. X 2 1/2" 
GRADE 5 


| CAP SCREW 


1/2" - 13 N.C. X 1 1/4" 


| GRADE 5 


CAP SCREW 
1/2" - 13 N.C. X 1" 
GRADE 5 


PIN, COTTER 
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Manitowoc Crane Group 


Description 
| (90h ASSEMBLY 


Assembly No. 
2145900775 
Revision: A 


pe [ee 


7660260008 
55 7660141601 
56 7660181600 
57 4146900100 
58 7949000235 
59 6705006599 
60 7110140623 
61 6705011716 
62 6671000257 
63 6689000694 
64 7690051610 
65 7834000183 
66 7949000236 
67 7660221603 
68 7690022410 
69 7246001320 
70 2145300782 
71 6689000843 


72 6689000841 
73 6689000842 
74 7110152005 


75 7949000534 
76 7660151601 


+ SEE FURTHER BREAKDOWN THIS GROUP - 


NUT, HEX 
1"-8N.C. 
GRADE 8 


LOCKNUT, HEX 
1/4" - 20 N.C. 
GRADE 5 


LOCKNUT, HEX 
1/2" - A3 N.C. 


PLATE, RETAINING 
WASHER, 1/2" I.D. 
PLATE 


CAP SCREW 
1/4" - 20 N.C. X 1" 
GRADE 1 


SHIM 
PAD, "L" WEAR 
PIN 


PIN, COTTER 
1/8" X 1" 


SPRING, COMPRESSION 
WASHER, 3/4" I.D. 


LOCKNUT, HEX 
3/4" - 10 N.C. 
GRADE C 


PIN, COTTER 


CABLE ASSEMBLY 
436-5/8" 


ROTATOR ASSEMBLY 
PIN 


PIN 
( CYLINDER ROD ) 


PIN 
( CYLINDER BARREL ) 


CAP SCREW 
5/16" - 18 N.C. X 2 1/2" 
GRADE 1 


WASHER, HARDENED ROUND 


LOCKNUT 
5/16" - 18 N.C. 
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Description — 
BOOM ASSEMBLY 


7115151450 


7950150050 
7950150141 
7926001362 


7447040601 


7755011002 
7755906002 


7447040603 


7755011002 
7155906002 


7910014136 
7910014137 
7110152405 
6372004779 
NSS 

NSS 

6246001619 


6246001191 
6246002754 


7345191906 
7543001662 


7552021205 


7445060631 - 
7552762205 


+ SEE FURTHER BREAKDOWN THIS GROUP 


Manitowoc Crane Group: 


Description - 


GRADES | 


CAP SCREW 

5/16" -18 N.C. X 1 3/4" 
GRADE 5 
LOCKWASHER, 5/16" I.D. 
WASHER, 5/16" I.D. 


| VALVE ASSEMBLY - DUAL 


COUNTERBALANCE 


| ADAPTER, STRAIGHT 
| INCLUDES THE FOLLOWING PARTS 


O-RING 
O-RING 


| FITTING, 90 DEGREE 


INCLUDES THE FOLLOWING PARTS 


| O-RING 


O-RING 
TUBE 

TUBE 

CAP SCREW 

5/16" - 18 N.C. X 3" 
GRADE 1 

CYLINDER ASSEMBLY - 3" 
SLAVE 


POWER BRIDGE INSTALLATION 


| REAR BOOM COVER 


INSTALLATION 


| CABLE ASSEMBLY - BOOM 


CABLE ASSEMBLY - BOOM 


CABLE ASSY - 110 VAC POWER _ 
INCLUDES THE FOLLOWING PARTS 


| TERMINAL 


12 - 10 AWG 


| HOSE ASSEMBLY, TWIN LINE 


774" LONG 

HOSE ASSY 

1/4" I.D. X 21" 

ELBOW, 90 DEGREE | 
HOSE ASSEMBLY 1/4" I.D. 
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Assembly No. 


2145900775 — 


Revision: A 


E e 
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Manitowoc Crane Group 


Description Assembly No. 


| BOOM ASSEMBLY Ere 
| Revision: A 


RCS CA 


7445060643 2 | ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
O-RING 


4 
2 | ADAPTER, STRAIGHT | 
INCLUDES THE FOLLOWING PARTS 


7755906002 
7447040401 


115 


7755011002 1 O-RING 
7755904002 1 O-RING 
116 4146900102 1 PLATE 
Page 13 
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Manitowoc Crane Group | 


l Notes | 
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Manitowoc Crane Group 


214590071 
(SHEET 2 OF 2) 
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Manitowoc Crane Group 


SECTION H-M SECTION L-L - 


SECTION N-H 


1145900716 . 
| (SHEET 1 OF 2) 
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 Manitowoc Crane Group 


Description Assembly No. 
| PASE SECTION - BOOM 2145900716 
| Hevision: D 
[a] maja] ema 
6705011789 PLATE, LIMIT SWITCH 
23 7199001719 2 |BUSHING 
26 7659000832 2 |NUT,HEX 
3/4" - 10 N.C. 
30 7866142140 11 | STUD 
1/4" - 20 N.C. X 7/8" 
31 7866162200 6 |STUD 
3/8" - 16 N.C. X 1 1/4" 
32 7866162400 1 STUD 


3/8" - 16 N.C. X 2 1/2" 
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_ Manitowoc Crane Group | 


3372002817 © 
(SHEET 1 OF 1) 
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Description 


| BALI ASSEMBLY - 


KAKA e KA NANA NNNM 


Manitowoc Crane Group 


6372002818 
6701000296 
7785160802 


7794000608 
7753000710 
7754000160 
7755332609 
6910010176 
6768002039 
6372002630 
7753000150 
7754000140 
7755342609 
7794000545 
6753000703 
7794000627 
7794000015 
7926000154 


9926112122 
9752100624 


* REPAIR KIT AND/OR PART OF KIT 


4" TELESCOPE 


— — Il là lI cà — N — AAA N SIN 


BARREL, CYLINDER 
PISTON 


oET SCHEW 
3/8" - 16 N.C. X 1/2" 


SEAL 

RING 

O-RING, LOW TEMPERATURE 
RING, BACK-UP 

SPACER 

ROD 

HEAD, CYLINDER 

RING, WEAR 

O-RING, LOW TEMPERATURE 
RING, BACK-UP 

SEAL, BUFFER 

RING, RETAINING 

SEAL, DEEP Z ROD 

RING, WIPER 


VALVE,HOLDING 3/8 X 1/2 W/PILO 
INCLUDES THE FOLLOWING PARTS 
KIT,SEAL. 


KIT, REPAIR 
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Assembly No. 
6372002817 
Revision: A 
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Manitowoc Crane Group | 


2145300782 _1_————<& 
(SHEET 1 OF 1) 
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Description 


Manitowoc Crane Group 


ROTATOR ASSEMBLY 


Assembly No. 
2145300782 
Revision: B 


[a] ese 


O O NO 0 R © ND — 


7009000042 
2139300003 
2152300023 
4146300040 
6705009516 
6705009517 
6705009518 
6059000213 
7118201650 


7115181650 
7115140650 


7660180008 


7949000259 
7949000235 
7950140141 
7118201850 


| 6705010598 
7440000000 


O NOOO +» + A — 


+ SEE FURTHER BREAKDOWN THIS GROUP 


ACTUATOR ASSEMBLY - ROTARY 
MOUNT, WORK PLATFORM 
SUPPORT, ROTATOR 

PLATE, BOTTOM SUPPORT 

SHIM .1495” 

SHIM (.1196") 

SHIM (.0359") 

BAR, FLAT 


CAP SCREW 
5/8" - 11 NLC. X2" 
GRADE 8 


CAP SCREW 


CAP SCREW 
1/4" - 20 N.C. X 3/4" 
GRADE 5 


NUT, HEX 
1/2" - 13 N.C. 
GRADE 8 


WASHER, 5/8" 1.D. 
WASHER, 1/2" I.D. 
FLATWASHER, 1/4" 1.D. 


CAP SCREW 
5/8" - 11 N.C. X 2 1/4" 
GRADE 8 


PLATE, ADJUSTING 
FITTING, 1/8 STRAIGHT GREASE 
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Manitowoc Crane Group — 


Sia, 


7009000042 - | E 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description Assembly No. 


| | ACTUATOR ASSEMBLY - ROTARY .. 7009000042 
Revision: 
DIE TT ee | 


9009100129 HOUSING 


S/N 5464 THRU 8312 


HOUSING 
S/N 8313 AND ABOVE 


9009100259 


2 9009100130 SHAFT 

S/N 5464 THRU 5660 
2 9009100255 SHAFT 

S/N 5661 THRU 8312 
2 9009100256 SHAFT 

SIN 8313 THRU 23245 
2 9009100257 SHAFT 

S/N 23246 AND ABOVE 
3 9009100131 SLEEVE 
4 9009100132 PISTON 
5 9009100133 CAP, END 

S/N 5464 THRU 5660 
5 9009100252 CAP, END 

S/N 5661 THRU 8312 
5 9009100258 CAP, END 

S/N 8313 THRU 11613 
5 9009100253 CAP, END 

S/N 11614 THRU 23245 
5 9009100254 CAP, END 

S/N 23246 AND ABOVE 
6 9009100134 SET SCREW 
14 9009100250 KIT, BEARING 

S/N 5464 THRU 8312 
14 9009100251 KIT, BEARING 

S/N 8313 AND ABOVE 

INCLUDES NBR 16 
15 9009100135 SET SCREW 
16 9009100144 WASHER 

INCLUDED WITH NBR 14 
17 NSS 

PACKING, SHAFT 
18 9009100236 KIT, REPAIR 

S/N 5464 THRU 5660 
18 9009100212 KIT, REPAIR 


S/N 5661 THRU 11613 
* REPAIR KIT AND/OR PART OF KIT 
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Manitowoc Crane Group 


ua = = | = | : ren lu vn | 
ACTUATOR ASSEMBLY - ROTARY | > a di: 7009000042 


Revision: 
A -_ Description 
9009100235 KIT, REPAIR 
S/N 11614 THRU 23245 


18 9009100145 KIT, REPAIR 
S/N 23246 AND ABOVE 


* REPAIR KIT AND/OR PART OF KIT 
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Manitowoc Crane Group 


Notes 
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Manitowoc Crane Group 


7926001362 


- (SHEET 1 OF 1) 
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Manitowoc Crane Group 


| Description Assembly No. 


| ee ASSEMBLY - DUAL COUNTERBALANCE 7926001362 
a Revision: | 
= a 
9926105347 CARTRIDGE,COUNTERBALANCE 
INCLUDES THE FOLLOWING PARTS 
9926103434 1 KIT, SEAL 
2 9926103434 2 KIT, SEAL 
3 H NS 1 NOT SERVICED 
BODY 
# SERVICED AS AN ASSEMBLY ONLY 
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Manitowoc Crane Group ` 


106 


A 


> Y / 
SS 


3372004779 


(SHEET 1 OF 1) 
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Description 


il PRIDE ASSEMBLY - 


17 


18 


106 
203 
204 


* REPAIR KIT AND/OR PART OF KIT 


Manitowoc Crane Group 


6372004395 


6701000933 
7185160802 


7194000684 
7754000144 
7755325609 
6768003570 


6372004392 
7753000199 
7754000123 
7755334609 
7794000586 
7794000603 
7153000679 
7440000000 
7440000000 


7926002351 


9926112595 
7109000031 


77355906002 
7445040443 


17955904002 
6199001424 
6199001424 
9752100974 


3" SLAVE 


Pa 


— MP — N 


NO ND = A — — — +. mk — 


NH = NR — 


O +. — +. 


Assembly No. 
6372004779 


Revision: B 
Description 


BARREL, CYLINDER 
INCLUDES.NBR 106 


PISTON, 3" CYLINDER 


SET SCREW 
3/8" - 16 N.C. X 1/2" 


SEAL 
O-RING, LOW TEMPERATURE 
RING, BACK-UP 


ROD ASSEMBLY 
INCLUDES NBR 203 


HEAD, CYLINDER 

RING, WEAR 

O-RING, LOW TEMPERATURE 
RING, BACK-UP 

SEAL, BUFFER 

SEAL, DEEP Z ROD 

RING, ROD WIPER 

FITTING, 1/8 STRAIGHT GREASE 
FITTING, 1/8 STRAIGHT GREASE 


HOLDING VALVE 
INCLUDES THE FOLLOWING PARTS 
KIT,SEAL 


PLUG, SAE #6 
INCLUDES THE FOLLOWING PARTS 
O-RING 


ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
O-RING 


BUSHING 
BUSHING 
KIT, REPAIR 


# SERVICED AS AN ASSEMBLY ONLY 
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¿BLK 
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EC 
[BLUE ZI TE | 
WHT/RED 


; 
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e 


E 
5 


E 


STRIP 3^ Of SHEATH 
FROM BOTH ENDS 


eae 
NN 
LOADING STRAIN RELIEF TO CLAMP 
ON SHEATH, NOT ` 
INSTALL IN ALL INDIVIDUAL CONDUCTORS 


OPEN CAVITIES 


dno4£) 9UE42) IOMOZNUENI 


_ 


euo 


SEE CHART — 
FOR CONN 
LOADING 
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Manitowoc Crane Group . 


| Description Assembly No. 


| CABLE ASSEMBLY - BOOM | 6246001619 
: Revision: B | 
[aja] maja] a 


7709000226 PLUG 


23 SOCKET 


3 7709000206 PLUG 
4 7689000704 PIN 
14 - 16 AWG 
5 7826000087 SOCKET, 16-14 GA 
6 7689000503 PLUG, SEALING 
16 - 12 AWG 
7 6013000459 EXTENSION, STRAIN RELIEF 
8 7364001524 CONNECTOR, STRAIN RELIEF 
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Manitowoc Crane Group 


S | i > 


M 


NS 


p b 
KY 


246001191 — 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description Assembly No. 


| CABLE ASSEMBLY - BOOM 6246001191 
Revision: B 
CC CA RC E 
7709000226 PLUG | | 
23 SOCKET 
3 7709000206 PLUG 
4 7689000704 PIN 
14 - 16 AWG 
5 7826000087 SOCKET, 16-14 GA 
6 7689000503 PLUG, SEALING 
16 - 12 AWG 
7 6013000459 EXTENSION, STRAIN RELIEF 
8 7364001524 CONNECTOR, STRAIN RELIEF 
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_ Manitowoc Crane Group . 


SECTION 


18 


FLY SECTION PA 


ba SS : 
MID SECTION i 


145900049 © 
(SHEET 1 OF 1) 
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 Manitowoc Crane Group 


Description Assembly No. 


| [oomen BRIDGE INSTALLATION (NOT AVAILABLE AS ASSEMBLY) . 2145900049 
Revision: G 


pape CA [ae 


1 7360000023 POWER BRIDGE ASSEMBLY 
2 2145900806 SUPPORT, POWER TRACK 
3 4145900043 COVER, CENTER 
4 4149900021 COVER, REAR 
5 6705010692 SHIM 
.0478” 
6 6300000282 CLAMP 
7 6869000574 | SUPPORT 
8 7312000095 CLIP, PIN 
9 4146900009 PAD, WEAR 
10 7950160141 FLATWASHER, 3/8" I.D. 
11 7660161600 LOCKNUT, HEX 
3/8" - 16 N.C. 
12 4145900012 GUIDE, SUPPORT 
13 4145900044 BRACKET, SUPPORT 
15 7866162400 STUD 
3/8" - 16 N.C. X2 1/2" 
16 7866142140 STUD 
1/4" - 20 N.C. X 7/8" 
17 7950150142 WASHER, 5/16" 1.D. 
18 7660151601 LOCKNUT 
5/16" - 18 N.C. 
GRADE 5 
19 7950140141 FLATWASHER, 1/4" I.D. 
20 7110141023 CAP SCREW 
1/4" - 20 N.C. X 1 1/4" 
GRADE 1 
21 7866162200 STUD 
3/8" - 16 N.C. X 1 1/4" 
22 7660141601 LOCKNUT, HEX 
1/4" - 20 N.C. 
GRADE 5 
23 7115151250 CAP SCREW 
5/16" - 18 N.C. X 1 1/2" 
GRADE 5 
24 7110161018 CAP SCREW 
3/8" - 16 N.C. X 1 1/4" 
GRADE 1 
+ SEE FURTHER BREAKDOWN THIS GROUP 
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Manitowoc Crane Group 


Description E 
POWER BRIDGE INSTALLATION (NOT AVAILABLE AS ASSEMBLY) - 


7690159600 | 3 |PIN,CLEVIS 
| | |5h6" X 6” 


4143900027 | 3 | PAD, WEAR - ROLLER 
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- Assembly No. - 


2145900049 . 
Revision: G ^ 
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Manitowoc Crane Group 


Notes 
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7360000023 
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Manitowoc Crane Group 


Description Assembly No. 


| POWER BRIDGE ASSEMBLY 7360000023 
| Revision: 


PIN 
9360100013 CAP, END 
9360100063 LINK, RADIUS 


NSS 
RING, SNAP 


NSS 
WASHER 
(THIN) 
WASHER 
(THICK) 
WASHER 
(THIN) 


WASHER 
(THIN) 
WASHER 
(THICK) 
WASHER 
(THIN) 


MTG.-FEET (PAIR) 

LINK, CARRIER 

CLAMPING CARRIER ASSY 
STIFFNER, CLAMPING 
LOCKWASHER, 1/4" 1.D. 


NUT, HEX 
1/4" - 20 N.C. 


FLATWASHER, 1/4" I.D. 
CARRIER, PLAIN 


LINK KIT 
INCLUDES 2 WASHERS, 
1 PIN, & 1 SNAP RING 


9360100061 
9360100064 
9360100065 
9360100057 
7950140050 
7660140000 


7950140141 
9360100066 
9360100048 


* REPAIR KIT AND/OR PART OF KIT 
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|] mJ] em 
1 i NSS | 342 


Manitowoc Crane Group © 


est x 
O i 


BOOM RSA SECTION | 


p, 


« SE N P - | ars f u 


OLD DESIGN 


2146900023 
(SHEET 1 OF 1) 
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i Description 


COVER INSTALLATION - REAR BOOM 


Manitowoc Crane Group 


| (NOT AVAILABLE AS ASSEMBLY) 


eee [a] ewa 


4146900122 


7950140050 
7950140050 
7660140000 


7660140000 


7950140141 


COVER, REAR BOOM 
(NEW DESIGN) 


LOCKWASHER, 1/4" 1.D. 
LOCKWASHER, 1/4" I.D. 


NUT, HEX 

1/4" - 20 N.C. 

(QTY REQ'D - OLD DESIGN) 
(QTY REQ'D - NEW DESIGN) 


NUT, HEX 

1/4" - 20 N.C. 

(QTY REQ'D - OLD DESIGN) 
(QTY REQ'D - NEW DESIGN) 


FLATWASHER, 1/4" I.D. 
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Assembly No. 
2146900023 


Hevision: C 
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Manitowoc Crane Group. 


TURNTABLE 


e. 


— c cè — — ... — — — — — sc 


AP HEC RIE AAA 


BELL 


TURNTABLE 


3372004786 - 


(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description Assembly No. 


[Severus CYLINDER INSTALLATION - MASTER 6372004786 
| Revision: A | 
TT eee 
6372004781 CYLINDER ASSEMBLY - 
MASTER 
2 6689000557 PIN 
3 7115160850 CAP SCREW 
3/8" - 16 NLC. X 1" 
| GRADE 5 
4 7950160050 LOCKWASHER, 3/8" I.D. 
5 7690164810 PIN, COTTER 


3/8” X 3" 
7950160141 FLATWASHER, 3/8" I.D. 
7440000000 FITTING, 1/8 STRAIGHT GREASE 
6810003465 SHAFT 

| 7440090000 FITTING, GREASE 


O ON © 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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Manitowoc Crane Group 


(SHEET 10F1) 


3372004781. I 
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Description 


Manitowoc Crane Group 


[omen ASSEMBLY - MASTER 


FTT e Te] see 


6372004782 
6701000933 
7785160802 


7794000684 
7754000144 
7755325609 
6768003276 
6372004392 
7753000679 
7794000603 
7754000123 
7755334609 
7794000586 
7753000199 
7440000000 
6199001424 
9752100974 


nah. mak 


O — >» ad c —- — — — — — JD) —1 N 


* REPAIR KIT AND/OR PART OF KIT 


BARREL, CYLINDER 
PISTON, 3" CYLINDER 


SET SCREW 
3/8" - 16 N.C. X 1/2" 


SEAL 

O-RING, LOW TEMPERATURE 
RING, BACK-UP 

ROD ASSEMBLY 

HEAD, CYLINDER 

RING, ROD WIPER 

SEAL, DEEP Z ROD 

O-RING, LOW TEMPERATURE 
RING, BACK-UP 

SEAL, BUFFER 

RING, WEAR 

FITTING, 1/8 STRAIGHT GREASE 
BUSHING 

KIT, REPAIR 
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Assembly No. 
6372004781 
Revision: A 
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Manitowoc Crane Group — 


rw 


3372002830 
(SHEET 1 OF 1) 
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Manitowoc Crane Group. 


| Description |. Assembly No. 
i INSTALLATION - LIFT | 6372002830 
| Revision: B 


TT eee 


1 6372002810 CYLINDER ASSEMBLY - LIFT 
2 6810001855 SHAFT 
3 6810001806 SHAFT 
4 6705009449 PLATE 
5 7115181050 CAP SCREW 
1/2" - 13 N.C. X 1 1/4" 
GRADE 5 
6 7949000235 WASHER, 1/2" I.D. 


SEE FURTHER BREAKDOWN THIS GROUP 
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Manitowoc Crane Group | 


5372002810 _——— 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description 
| OCE ASSEMBLY - LIFT 


Assembly No. 
6372002810 
Revision: E 


[a] e e ese 


6372002811 


2 6701000294 
4 7794000622 
5 7753000718 
6 7754000140 
7 7755342609 
8 6910010509 
9 7926001571 

9926112122 

10 6768002030 
11 6372002813 
12 7753000148 
13 7754000135 
14 7755425609 
15 7794000568 
16 7794000605 
17 7794000022 
19 7440000400 
19 7440000400 
20 7709000038 

7755908002 

103 7199000993 

203 7199001037 

204 6199001443 

205 9752100625 


* REPAIR KIT AND/OR PART OF KIT 


BARREL, CYLINDER 
INCLUDES NBR 103 


PISTON 

SEAL 

RING, GUIDE LOCK 

O-RING, LOW TEMPERATURE 
RING, BACK-UP 

SPACER 


3/8 CARTRIDGE HOLDING VALVE 
INCLUDES THE FOLLOWING PARTS 
KIT,SEAL 


ROD ASSEMBLY 
INCLUDES NBR 203 & 204 


HEAD, CYLINDER 

RING, WEAR 

O-RING, LOW TEMPERATURE 
RING, BACK-UP 

SEAL, BUFFER 

SEAL 

SEAL, SCRAPER 

FITTING, 90 DEGREE GREASE 
FITTING, 90 DEGREE GREASE 


PLUG, O-RING 
INCLUDES THE FOLLOWING PARTS 
O-RING 


BUSHING 
BUSHING 
BUSHING 
KIT, REPAIR 


O = N N — 


+ SEE FURTHER BREAKDOWN THIS GROUP . 
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Manitowoc Crane Group 
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3810001988 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description Assembly No. 


| ML SHAFT INSTALLATION - BOOM 6810001988 
: Revision: # 
CIC Te] see 
6810001990 SHAFT, PIVOT 
2 7115204450 2 | CAP SCREW 
5/8" - 11 N.C. X 5 1/2" 
| GRADE 5 
3 7660201601 2 LOCKNUT, HEX 
5/8" - 11 N.C. 
GRADE 5 
4 7440000000 2 |FITTING, 1/8 STRAIGHT GREASE 
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Manitowoc Crane Group 
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145300780 
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Manitowoc Crane Group 


Description 


| [AFORM INSTALLATION 


Assembly No. 
2145300780 
Revision: # 


pe e e RM 


1 2145300781 
2 6810001790 
3 6810001981 
4 7444010011 
5 7199001374 
6 7949000263 
7 7115162450 


8 7660161601 


9 7115142450 


10 7660141601 


11 7950140141 


+ SEE FURTHER BREAKDOWN THIS GROUP 


PLATFORM 
SHAFT 
SHAFT 


PLUG, PIPE 
1/8" N.P.T. 


BUSHING 
WASHER, HARDENED 


CAP SCREW 
3/8" - 16 N.C. X3" 
GRADE 5 


LOCKNUT, HEX 
3/8" - 16 N.C. 
GRADE 5 


CAP SCREW 
1/4" - 20 N.C. X 3" 
GRADE 5 


LOCKNUT, HEX 
1/4" - 20 N.C. 
GRADE 5 


FLATWASHER, 1/4" I.D. 
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SEE 
DETAIL H 


VIEW C-C 


| 2145300781 
(SHEET 2 OF 2) 
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Description Assembly No. 


| Masa 2145300781 
Revision: A 
pape [ee es 
6511000049 HANDLE 
36 7511000017 HANDLE, INSIDE LEFT HAND 
37 7115140650 CAP SCREW 
1/4" - 20 N.C. X 3/4" 
GRADE 5 
38 7115141650 CAP SCREW 
1/4" - 20 N.C. X 2" 
GRADE 5 
39 7660140000 NUT, HEX 
1/4" - 20 N.C. 
40 7950140050 LOCKWASHER, 1/4" I.D. 
41 7834000184 SPRING, DOOR 
42 6705010429 PLATE 


43 7111100610 SCREW, MACHINE 
3/16" - 24 N.C. X 3/4" 
GRADE 1 


44 7660101100 NUT, HEX 
3/16" - 32 N.F. 
GRADE 1 


45 7950100050 LOCKWASHER, 3/16" 1.D. 
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Manitowoc Crane Group | 


Description 


| [EQWER CONTROL BOX ASSEMBLY (GAS) 


Assembly No. 
6176002865 
Revision: # 


Te jal eee 


6176002827 
2 7376010050 
3 6750000729 
4 7111060410 
5 7184001253 
6 7872000684 
7 7872000685 
8 7486001811 
7581000052 
9 7872000551 
9872100245 
10 7872000602 
11 7949000584 
12 7872000566 
13 7242000012 
14 7872000567 
15 7298001295 
16 7059000292 
17 6512001983 
18 7864000188 
19 7659000197 
20 7557000031 
21 7949000350 
22 7910011575 
23 7660101100 
24 7950080450 
25 4146200031 


+ SEE FURTHER BREAKDOWN THIS GROUP 


CONTROL BOX ASSEMBLY - LOWER 


DECAL - LOWER CONTROL BOX 
(DOMESTIC) 


RELAY BOARD ASSEMBLY - 
MODIFIED 


SCREW, MACHINE 
#6 - 32 N.C. X 1/2" 
GRADE 1 


BRACKET 
BREAKER, 10 AMP CIRCUIT 
BREAKER, 15 AMP CIRCUIT 


VOLTMETER 
INCLUDES THE FOLLOWING PARTS 
BULB 


SWITCH, IGNITION 
INCLUDES THE FOLLOWING PARTS 
KEY, SET 


SWITCH, PUSH BUTTON 
FLATWASHER, NYLON 
SWITCH, TOGGLE 
BUTTON, PLUG 
SWITCH, TOGGLE 


TIMER, DELAY 
(5 SECONDS) 


BAR, BUS 
HARNESS ASSEMBLY 
STUD, BATTERY FEEDER 


NUT, PANEL 
(24) 
RESISTOR 


LOCKWASHER 
(24) 


SPACER 


NUT, HEX 
3/16" - 32 N.F. 
GRADE 1 


LOCKWASHER, 5/32" 1.D. 
BRACKET, MOUNTING 


# SERVICED AS AN ASSEMBLY ONLY 
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Description | Assembly No. 


LOWER CONTROL BOX ASSEMBLY (GAS) SEa ess „+ 6176002865 
È ne | ud Revision: + ^ 


7172000011 _ 
7950180350 


7115144050 


7506000006 
7086000934 
7486002606 


7950100161 
7111101211 


7660141100 


7950140350 
7892000267 
7111060311 


7950060050 
7850000208 


6356000179 
7115140850 


7345001444 
7950100350 
7242000005 
6637011005 


7150000071 
7172000025 
7111080311 


# SERVICED AS AN ASSEMBLY ONLY _ 


i Description E p 


BOOT, TOGGLE SWITCH 


LOCKWASHER, 1/2" I.D. - 


CAP SCREW 
1/4" -20 N.C. X 5” 
GRADE 5 


GROMMET 


| BLOCK, TERMINAL 


HOURMETER 
(SOLID STATE) 


FLATWASHER 3/16" I.D. 


SCREW, MACHINE 
3/16" - 24 N.C. X 1 1/2" 


| GRADE 1 


NUT, HEX 
1/4" - 20 N.C. 


LOCKWASHER, 1/4" 1.D. 
TERMINAL 
SCREW, MACHINE 


#6 - 32 N.C. X 3/8" 


GRADE 1 


| LOCKWASHER, #6 I.D. 


TIE, CABLE 
(BLACK) 


| 5 5/8" LONG 


DIODE | 
CAP SCREW 


|. [|1/4'- 20 N.C. X 1" 
| GRADE 5 


TERMINAL, FEMALE 
LOCKWASHER, 3/16" I.D. 
BUTTON, PLUG | 
MOULDING - USE 9794100030 


QTY 1 STICKTITE 
5 FEET 


RELAY u 
BOOT, PUSH BUTTON SWITCH 


SCREW, MACHINE 


5/32" -32 N.C. X 3/8" 
GRADE 1 
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Description Assembly No. 


i [PARERI CONTROL BOX ASSEMBLY (GAS) 6176002865 
Revision: # 
COCINA ka 
7949000410 FLATWASHER, NYLON 
51 7750000697 1 RELAY, 12 VOLT DC 
52 7585000155 1 LOCK 
INCLUDES THE FOLLOWING PARTS 
9585100051 1 SET, KEY 
53 7557000054 1 RESISTOR, 20 OHMS 
" SERVICED AS AN ASSEMBLY ONLY 
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Description Assembly No. 
| CONTROL BOX ASSEMBLY - LOWER 6176002827 
S Revision: # 


Ta] Ta 


1 + 6258001571 1 COVER, LOWER CONTROL BOX 
2 6176002411 1 CONTROL BOX - LOWER 
3 7101100410 4 | SCREW, MACHINE 
> 8 3/16" - 32 N.F. X 1/2" 
GRADE 1 
SEE FURTHER BREAKDOWN THIS GROUP 
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Description Assembly No. 


| RELAY BOARD ASSEMBLY - MODIFIED 6750000729 
|| Revision: + 


AAA 


| 7750000697 RELAY, 12 VOLT DC 
7750000695 RELAY, 12 VOLT DC 


$ SERVICED AS AN ASSEMBLY ONLY 
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Description Assembly No. 


| | MARNESS ASSEMBLY | 6512001983 
| Revision: E 
[a] mai eee 
7892000235 RECEPTACLE, 
23 PIN 
3 7689000503 PLUG, SEALING 
16 - 12 AWG 
4 | 7689000704 PIN 
14 - 16 AWG 
5 7892000236 RECEPTACLE, 
23 SOCKET 
6 7826000087 SOCKET, 16-14 GA 
7 7892000259 RECEPTACLE, 
21 SOCKET 
8 7826000092 SOCKET 
12 AWG 
9 7345001744 TERMINAL, FEMALE 
16 - 14 AWG 
9 7345001744 TERMINAL, FEMALE 
16 - 14 AWG 
10 7345211701 TONGUE, INSULATED RING 
10 7345211701 TONGUE, INSULATED RING 
11 7345221901 TERMINAL | 
12 - 10 AWG 
12 7345001752 TERMINAL 
16 - 14 AWG 
13 7345001852 TERMINAL 
14 - 12 AWG 
16 7345212101 TERMINAL 
6 AWG 
17 7345242101 TERMINAL 
6 AWG 
19 7345001444 TERMINAL, FEMALE 
19 7345001444 TERMINAL, FEMALE 
20 7826000109 SOCKET, RELAY 
21 7892000282 RECEPTACLE, WITH TANG 
16 - 14 AWG 
22 7345211901 TERMINAL 
12 - 10 AWG 
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POWER TIMER 
RELAY dt D.D.M. 


TOP VIEW 


SHOWN WITHOUT 
LEID FOR CLARITY 


"Ne 


para i 
5 piri xir 
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VIEW B-B 
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 Manitowoc Crane Group . 


BOTTOM OF UCB 
PLATFORM REF 
INSTALE HARDWARE AS SHOWN 
REFER TO VIEW 
E-E FOR WIRING 
1 
ES oO 
¿ODE BD 
Qoi KDE B 
VIEW E-E 
€ 
WIRING FOR REF. ONLY 
NOTE: CUT TO FIT WIRE IM ASSY. 


3176002778 
(SHEET 1 OF 2) 
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Description 


| LGSINIBUE BOX AND FOOTSWITCH INSTALLATION - UPPER 


Assembly No. 
61 eresse 


Revision: 


[fa] CI NN 


| 6176002788 
2 7872001398 
9872100208 
9872100143 
9872100233. 
3 7115141250 
5 7950140141 
7 7300000101 
9 7345001744 
10 7794001558 
11 7364001531 
12 7949000615 
13 7660141601 
14 7949000615 
15 6246002697 
7345191701 
16 7364002396 
17 |. |7659000205 


18 | |7949001135 
19 | |7115150850 


20 7660151600 


21 | 7115141850 


24 7949000534 


+ SEE FURTHER BREAKDOWN THIS GROUP 


CONTROL BOX ASSEMBLY - 
DOMESTIC UPPER 


FOOTSWITCH | 

INCLUDES THE FOLLOWING PARTS 
SPRING, RETURN 

GASKET 

SWITCH, MICRO 


CAP SCREW 
1/4" - 20 N.C. X 1 1/2" 
GRADE 5 


FLATWASHER, 1/4" 1.D. 


CLAMP, TUBING 
1/2" I.D. 


TERMINAL, FEMALE 
16 - 14 AWG 


RING, SEAL 
(WITH STEEL RETAINER) 


CONNECTOR, STRAIN RELIEF 
WASHER 


LOCKNUT, HEX 
1/4" - 20 N.C. 
GRADE 5 


WASHER 


CABLE, FOOTSWITCH 

INCLUDES THE FOLLOWING PARTS 
TERMINAL 

16 - 14 AWG 


CONNECTOR 


LOCKNUT 
1/2" - 14 N.P.S. 


WASHER, 5/16" I.D. 


CAP SCREW 
5/16" - 18 N.C. X1" 
GRADE 5 


LOCKNUT, HEX 
5/16" - 18 N.C. 


CAP SCREW 
1/4" - 20 N.C. X2 1/4" 
GRADE 5 


WASHER, HARDENED ROUND 
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Description 


| CONTROL BOX ASSEMBLY - DOMESTIC UPPER 


# SERVICED AS AN ASSEMBLY ONLY 


Manitowoc Crane Group 


7176002602 
7110100611 
9794100012 


9176100524 
7376009660 


7376009655 
7376009659 
7750000713 


7750000695 
7750000697 
9750100045 


7352000937 


7352000936 


7872000567 
7872001515 


7872001329 


9872100170 
9872100178 


7172000011 
7872000602 


7172000025 
7242000012 
7025000237 
7557000073 
6512002305 


Assembly No. 
61 —— 
Revision: 


BOX, UPPER CONTROL 

INCLUDES THE FOLLOWING PARTS 
SCREW, MACHINE 

#10-24 NC X 3/4” 

MOULDING 

25’ PC. (MUST CUT TO LENGTH NEEDED) 
WASHER 


DECAL - UPPER CONTROL BOX 


PANEL 

DECAL - CONTROLLERS 
DECAL - UPPER CONTROL BOX 
BOARD, RELAY 


- INCLUDES THE FOLLOWING PARTS 


RELAY, 12 VOLT DC 
RELAY, 12 VOLT DC 
CONNECTOR, TERMINAL 


CONTROLLER ASSEMBLY 
(LIFT - UP/DOWN) 
(TELESCOPE - IN/OUT) 
(SWING - LEFT/RIGHT) 


CONTROLLER ASSEMBLY - 
THUMB 

(STEER - LEFT/RIGHT) 

(DRIVE - FORWARD/REVERSE) 


SWITCH, TOGGLE 


SWITCH, EMERGENCY STOP 
CONTROL 


“| SWITCH, PUSH BUTTON 


INCLUDES THE FOLLOWING PARTS 


| BUTTON 


BLOCK & BASE 
BOOT, TOGGLE SWITCH 
SWITCH, PUSH BUTTON 


| (HORN/CHOKE/START) 


BOOT, PUSH BUTTON SWITCH 
BUTTON, PLUG 

BUZZER, ALARM 

INSULATOR 


HARNESS ASSEMBLY - UPPER 
CONTROL BOX 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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Description 


| Assembly No. - 
i CONTROL BOX ASSEMBLY - DOMESTIC UPPER 61 76002788 | 
"oban > | Revision: B ^; 
- Description — — 
7949000350 | LOCKWASHER | 
7659000197 E NUT, PANEL 


7872001496 
7872001497 
7872001498 
7242000005 
7872000593 


7660101100 


7950100161 
7172000544 
7750000071 
7086001078 


| 7660081100 


7950080141 
7950100350 
6356000179 
7298001300 
7581001123 


7581001124 


7910011575 
7950080350 
7949000410 
7298001290 
7872000568 


7581001122 


4 SERVICED AS AN ASSEMBLY ONLY _ 


_| SWITCH - PUSH BUTTON — 
_| LATCH, 4 ACROSS 


BLOCK, CONTACT 


| BUTTON, PLUG 


SWITCH, TOGGLE 
( CONTROL SPEED/DRIVE 
TORQUE - LOW/HIGH) 


NUT, HEX 
3/16" - 32 N.F. 


| GRADE 1 


FLATWASHER 3/16" 1.D. 
BOOT, BLACK 

RELAY 

BLOCK, TERMINAL 

16 POLE 

NUT, HEX 

5/32" - 24 N.F. 

GRADE 1 
FLATWASHER, 5/32" I.D. 
LOCKWASHER, 3/16" I.D. 


| DIODE 


TIMER 


DIODE, LIGHT EMITTING 
CLUSTER YELLOW (12VDC) 


DIODE, LIGHT EMITTING 


CLUSTER GREEN (12VDC) 
SPACER 


LOCKWASHER, 5/32" 1.D. 


FLATWASHER, NYLON 
TIMER, DELAY 


| SWITCH, TOGGLE 


(ENGINE SPEED - THROTTLE 


HIGH/LOW ) 


| DIODE, LIGHT EMITTING. 
CLUSTER RED (12VDC) 


(RED) 
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Description Assembly No. 


| CONTROL BOX ASSEMBLY - DOMESTIC UPPER 6176002788 
Revision: B 
RCS CA WA 
7660061100 NUT, HEX 
#6 - 32 N.C. 
GRADE 1 
47 7950060141 WASHER, 46 1.D. 
48 7950060050 LOCKWASHER, #6 1.D. 
50 7949000584 FLATWASHER, NYLON 
51 7709000021 PLUG, DOT 
7/8" 
52 7300000455 CLAMP 
1/2” 
53 7300000456 CLAMP 
i 3/4" 
54 | 4 7750000695 '2 | RELAY, 12 VOLT DC 
56 7364001326 = | TAB, MALE 
57 7557000046 LOOM, SPIRAL WRAP 


60 | 9794100014 -| MOULDING 
| 50 PC (MUST CUT TO LENGTH NEEDED ) 
(CUT 2’ LONG) 


# SERVICED AS AN ASSEMBLY ONLY 
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i Description Assembly No. 


| CONTROLLER ASSEMBLY 7352000937 
à Revision: 


LILENN [o 


1 9352100383 1 | HANDLE, ROUND BALL 
2 9667100074 1 | BOOT 
3 9667100077 1 | CLAMP, BOOT 
4 9352100371 1 | SWITCH, MICRO 
5 9352100421 2 |SCREW 

5MM N.C. X 12MM 
6 9352100246 2 | WASHER 
7 9352100257 1 | GASKET 
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Description Assembly No. 


| RES INOEEER ASSEMBLY - THUMB 7352000936 
Revision: 


CIAT NA 


1 9352100371 2 | SWITCH, MICRO 

2 9352100257 | | GASKET 

3 9667100074 1 BOOT 

4 9352100621 1 HANDLE ASSEMBLY 

5 9352100529 4 | SCREW 

6 9511100007 4 | SCREW 

7 9352100487 1 ROCKER 

8 9352100545 1 BOOT, ROCKER SWITCH 
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Description 


Manitowoc Crane Group 


| [[RARNZSS ASSEMBLY - UPPER CONTROL BOX 


Assembly No. 
6512002305 
Revision: A 


DCS e 


7892000235 


7689000503 


7689000704 


7892000236 


7826000087 
7345171701 


7345171406 


7345171406 


7345001744 


7345001444 
7345171706 


7345171706 


7345001446 


RECEPTACLE, 
23 PIN 


PLUG, SEALING 
16 - 12 AWG 


PIN 
14 - 16 AWG 


RECEPTACLE, 
23 SOCKET 


SOCKET, 16-14 GA 


TERMINAL 
16 - 14 AWG 


TERMINAL 
22 - 18 AWG 


TERMINAL 
22 - 18 AWG 


TERMINAL, FEMALE 
16 - 14 AWG 


TERMINAL, FEMALE 


TERMINAL 
16 - 14 AWG 


TERMINAL 
16 - 14 AWG 


TERMINAL, MALE 
22 - 18 AWG 
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UPPER CONTROL BOX 


2145300801 


(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description Assembly No. 


COVER INSTALLATION - UPPER CONTROL BOX 2145300801 
Ą | Revision: A 


feta] Ta 


1 + 7258001641 1 | COVER ASSEMBLY - HOSTILE 
ENVIRONMENT 
2 7760000003 8 |RIVET, POP 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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7258001641 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description 


Assembly No. 
| CDF ASSEMBLY - HOSTILE ENVIRONMENT 7258001641 
Revision: 


TT e see 


O A O N = 


9258100060 
9258100061 
9258100062 
9258100063 
7539000641 


9539102559 
9258100064 


9258100065 
9258100066 
9258100067 
9258100068 
9258100069 
9258100070 
9258100025 
9258100071 


9258100033 
9258100034 
9258100072 
9258100073 
9258100104 


O) 


ON N — — — CO 


4 
4 
4 
3 
0 


WINDOW 

SCREW, PAN HEAD MACHINE 
LOCKNUT 

ANGLE,TOP 


LATCH, SOFT 
INCLUDES THE FOLLOWING PARTS 
KEEPER 


SCREW, PAN HEAD MACHINE 
(8-32 X .75") 


SCHEW 

ANGLE,LEFT 
ANGLE,RIGHT 
LIP-EXTENSION 
SCREW,TRUSS 
ANGLE,REAR 

LATCH, PUSH BUTTON 


SCREW, FLAT HEAD MACHINE 
(10-24 X .5") 


HINGE (R.H.) 

HINGE (L.H.) 

DOOR 

SCREW, 7/16" TRUSS HD PHILLIPS 


NUT, FLUSH 
(NOT ILLUSTRATED) 
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TURNTABLE BASE PLATE 


099000450 _ 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description Assembly No. 


| SABINI BOLT INSTALLATION 6099000450 
> Revision: + 


STAT a 


7127221850 HHCS M14x55 -10.9 ISO 4014 
7949000362 24 | WASHER 9/16” I.D. 
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1145200676 _ 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description 


[WENG BEG DRIVE INSTALLATION 


Assembly No. 
. 2145200676 
Revision: A 


IS CA o 


1 2145200677 
2 7069000369 
3 2145200028 
4 7118202450 


5 7660200008 
6 7949000259 


7 6949000369 
101 + 7734000113 


102 | + 6188000107 
103 | + 7632000082 


104 6490000083 
105 6258000376 
106 [7111160607 
107 7115183050 
108 6705006610 
109 4154200001 
110 7949000362 
111 7115191850 
112 7110181005 
113 7755045000 
114 7755152000 
115 7115162450 


116 7950180050 
117 7949000235 


+ SEE FURTHER BREAKDOWN THIS GROUP. 


TURNTABLE 
BEARING 
SWING DRIVE ASSEMBLY 


CAPSCREW 
5/8" - 11 NC X 3" GRADE 8 


NUT, HEX 
5/8" - 11 N.C. 
GRADE 8 


WASHER, 5/8" 1.D. 
WASHER 


PLANETARY GEAR REDUCER 
ASSEMBLY 


BRAKE ASSEMBLY 

MOTOR ASSEMBLY - ORBIT 
PINION 

CAP, END 


SCREW, MACHINE 
3/8" - 16 N.C. X 3/4" 
GRADE 1 


CAP SCREW 
1/2" - 13 N.C. X 3 3/4" 
GRADE 5 


STOP 
SPACER 
WASHER 9/16" 1.D. 


CAP SCREW 
9/16" - 12 N.C. X 2 1/4" 
GRADE 5 


CAP SCREW 
1/2" - 13 N.C. X 1 1/4" 
GRADE 1 


O-RING 
O-RING 


CAP SCREW 
3/8" - 16 N.C. X3" 
GRADE 5 


LOCKWASHER, 1/2" I.D. 
WASHER, 1/2" I.D. 
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Manitowoc Crane Group 


Description 


Assembly No. | 


TURNTABLE DRIVE INSTALLATION 2505 o. 2145200676. 

= E | Revision: A TN 
(em | FN _ | Description = 

118 | + — |7926001339 1 | VALVE ASSEMBLY - 

119 7112152050 5/16" - 18 N.C. X 2 1/2" 

120 7950150050 | 4 |LOCKWASHER, 5/16" ID. 


121 7755112000 2 |O-RING 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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Notes 
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2145200028 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


| Description Assembly No. 


| | SWING DRIVE ASSEMBLY 2145200028 
Revision: A 
CICHE ECHEM 
7734000113 PLANETARY GEAR REDUCER 
ASSEMBLY 
2 6188000107 BRAKE ASSEMBLY 
3 7632000082 MOTOR ASSEMBLY - ORBIT 
4 6490000083 PINION 
5 6258000376 CAP, END 
6 7111160607 SCREW, MACHINE 
3/8" - 16 N.C. X 3/4" 
GRADE 1 
7 7115183050 CAP SCREW 
1/2" - 13 N.C. X 3 3/4" 
GRADE 5 
8 6705006610 STOP 
10 7949000362 WASHER 9/16” I.D. 
11 7115191850 CAP SCREW 
9/16" - 12 N.C. X 2 1/4" 
GRADE 5 
12 7110181005 CAP SCREW 
1/2" -13N.C.X 1 1/4" 
GRADE 1 
13 7755045000 O-RING 
14 7755152000 O-RING 
15 7115162450 CAP SCREW 
3/8" - 16 N.C. X3" 
GRADE 5 
16 7950180080 LOCKWASHER, 1/2" 1.D. 
17 7949000235 WASHER, 1/2" |.D. 
18 7926001339 VALVE ASSEMBLY 
19 7115152050 CAP SCREW 
5/16" - 18 N.C. X 2 1/2" 
GRADE 5 
20 7950150050 LOCKWASHER, 5/16" I.D. 
21 7755112000 O-RING 
+ SEE FURTHER BREAKDOWN THIS GROUP 
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"734000113 | e 
(SHEET1 OF 1) 
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Manitowoc Crane Group 


Description Assembly No. 


| NETAH GEAR REDUCER ASSEMBLY 7734000113 
Revision: 


Pe ee 


9734100288 HUB-SHAFT SUB-ASSY 
INCLUDES NBR 2-11 


2 9734100289 1 | SHAFT 
3 9734100290 1 | SEAL 
4 9734100291 1 | CUP, BEARING 
5 9734100292 1 | CONE, BEARING 
6 9734100386 1 | BEARING, CUP 
7 9734100385 1 | BEARING, CONE 
8 9734100295 1 | HUB 
9 9734100700 1 | SPACER 
10 9734100297 1 | RING, RETAINING 
11 9734100298 2 |PLUG, PIPE 
12 9734100299 1 |GEAR 
13 9734100357 1 | CARRIER 
INCLUDES NBRS 14 - 20 
14 9734100301 CARRIER 
15 9734100537 WASHER, THRUST 
16 9734100538 ROLLER, NEEDLE 
17 9734100304 3 |SPACER 
18 9734100305 3 |SHAFT 
19 9734100358 3 | GEAR, CLUSTER 
20 9734100307 3 |PIN, ROLL 
21 9734100359 1 | GEAR, RING 
22 9734100309 2 | O-RING, SEAL 
23 9734100360 1 | COVER, INPUT 
24 9734100774 1 |GEAR 
25 9734100364 1 | WASHER, THRUST 
26 9734100314 - 2 |WASHER, THRUST 
27 9734100315 8 |CAP SCREW 
28 9734100316 4 |CAP SCREW 
ES 5/16" -18 N.C. X 1 7/8" 
GRADE 8 
29 9734100298 PLUG, PIPE 
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188000107 


(SHEET 1 OF 1) 
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Description 
| [| PRARE ASSEMBLY 


Assembly No. 
61880001 p: 
Revision: 


pee CIC CA mama 


1 6547000134 
2 6547000133 
3 6372001332 
4 6701000144 
6 7188000095 
7 6705007946 
8 7115162050 
9 7949000377 
10 7069000277 
11 6810001611 
12 7834000138 
13 7754000097 
14 7754000100 
15 7754000096 
16 7754000099 
17 9752100402 


* REPAIR KIT AND/OR PART OF KIT 


HOUSING, BRAKE 
HOUSING, CYLINDER 
HEAD 

PISTON, BRAKE 
DISC, BRAKE 
STATOR 


CAP SCREW 
3/8" - 16 N.C. X2 1/2" 
GRADE 5 


WASHER, 3/8" I.D. 
BEARING 

SHAFT 

SPRING, COMPRESSION 
O-RING 

RING, BACK-UP 

O-RING 

RING, BACK-UP 

KIT, REPAIR 


— — = NON O œ È HR 
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NOTE INDENTS 
ETWEEN 


NEW DESIGN 


"632000082 
(SHEET 1 OF 1) 
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Manitowoc Crane Group | 


| Description 
motor ASSEMBLY - ORBIT 


Assembly No. 
7632000082 
Revision: 


DIECIE [ee 


9632100046 


2 9632100256 
2 9632101238 
3 9632101460 
4 9632100257 
4 9632101458 
5 9632100258 
5 9632101459 
6 7755132000 
7 9632100259 
8 9632100260 
11 9632100261 
12 9632100732 
12 9632101475 
13 7755040000 
14 9632100015 
15 9632100263 
16 9632100357 
18 9632100266 
19 9632100052 
19 9632101466 
20 9632100358 
25 7755012000 
25 9632101462 
26 9632100011 
26 9632101463 
27 9632100267 
27 9632101468 


REPAIR KIT AND/OR PART OF KIT 


— — A cl cl — M NN — — — — (QQ — A +. cl — oo 


CAP SCREW 
5/16” -24 N.F. X 7/8” 


SEAL, DUST 

SEAL, DUST 

RING, BACK-UP 
FLANGE 

FLANGE, MOUNTING 
SEAL 


SEAL, 
PRESSURE 


O-RING 

RACE, BEARING 
BEARING, NEEDLE 
SHAFT, SPLINE 
HOUSING 
HOUSING 

SEAL 

DRIVE 

PLATE, SPACER 
GEROTOR 

CAP, END 
WASHER 

SEAL, WASHER 
CAP SCREW 
O-RING 

O-RING 

PLUG 

PLUG 

REPAIR KIT - ORBIT MOTOR 
KIT, SEAL 


% SEE NOTE AT END OF LIST 
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Manitowoc Crane Group 


Description Assembly No. 
| | VALVE ASSEMBLY 7926001339 | 
| Revision: 
CCR A 9-9 — ———] 
9926103446 | VALVE, CARTHIDGE 
2 # NS NOT SERVICED 
| BODY 
3 ‘i 9926103447 KIT, REPAIR 
| FOR CARTRIDGE RELIEF VALVE 
(1 PER ASSEMBLY) 
# SERVICED AS AN ASSEMBLY ONLY | mm EP REPAIR KIT AND/OR PART OF KIT 


Page 105 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 
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Manitowoc Crane Group 


Description Assembly No. 


| iz GEAR REDUCER ASSEMBLY 7734000113 
| Revision: 


=e eee 


9734100288 HUB-SHAFT SUB-ASSY 
INCLUDES NBR 2-11 


2 9734100289 1 |SHAFT 
3 9734100290 1 |SEAL 
4 9734100291 1 | CUP, BEARING 
5 9734100292 1 |CONE, BEARING 
6 9734100386 1 |BEARING, CUP 
7 9734100385 1 |BEARING, CONE 
8 9734100295 1 |HUB | 
9 9734100700 1 |SPACER 
10 9734100297 1 | RING, RETAINING 
11 9734100298 2 PLUG, PIPE 
12 9734100299 1 |GEAR 
13 9734100357 1 |CARRIER 
INCLUDES NBRS 14 - 20 
14 9734100301 CARRIER 
15 9734100537 WASHER, THRUST 
16 9734100538 ROLLER, NEEDLE 
17 9734100304 3 | SPACER 
18 9734100305 3 | SHAFT 
19 9734100358 3 | GEAR, CLUSTER 
20 9734100307 3 | PIN, ROLL 
21 9734100359 1 | GEAR, RING 
22 9734100309 2 |O-RING, SEAL 
23 9734100360 1 |COVER, INPUT 
24 9734100774 1 |GEAR 
25 9734100364 1 | WASHER, THRUST 
26 9734100314 2 | WASHER, THRUST 
27 9734100315 8 | CAP SCREW 
28 9734100316 4 | CAP SCREW 
| 5/16" -18 N.C. X 1 7/8" 
GRADE 8 
29 9734100298 PLUG, PIPE 
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| Description 


Manitowoc Crane Group 


| [erate ASSEMBLY 


fe Te [ae ow [tee MH 


CON OD bh © ND — 


6547000134 
6547000133 
6372001332 
6701000144 
7188000095 
6705007946 
7115162050 


7949000377 
7069000277 
6810001611 
7834000138 
7754000097 
7754000100 
7754000096 
7754000099 
9752100402 


— — — N N O — A A 


* REPAIR KIT AND/OR PART OF KIT 


HOUSING, BRAKE 
HOUSING, CYLINDER 
HEAD 

PISTON, BRAKE 
DISC, BRAKE 
STATOR 


CAP SCREW 
3/8" - 16 N.C. X2 1/2" 
GRADE 5 


WASHER, 3/8" I.D. 
BEARING 

SHAFT 

SPRING, COMPRESSION 
O-RING 

RING, BACK-UP 

O-RING 

RING, BACK-UP 

KIT, REPAIR 
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Revision: F 
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Manitowoc Crane Group 


NEW DESIGN 


7632000082 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description 
| | "9098 ASSEMBLY - ORBIT 


Assembly No. 
7632000082 
Hevision: 


CIT 


9632100046 


2 9632100256 
2 9632101238 
3 9632101460 
4 9632100257 
4 9632101458 
5 9632100258 
5 9632101459 
6 7755132000 
7 9632100259 
8 9632100260 
11 9632100261 
12 9632100732 
12 9632101475 
13 7755040000 
14 9632100015 
15 9632100263 
16 9632100357 
18 9632100266 
19 9632100052 
19 9632101466 
20 9632100358 
25 7755012000 
25 9632101462 
26 9632100011 
26 9632101463 
27 9632100267 
27 9632101468 


x REPAIR KIT AND/OR PART OF KIT 


CAP SCREW 
5/16" -24 N.F. X 7/8" 


SEAL, DUST 

SEAL, DUST 

RING, BACK-UP 
FLANGE 

FLANGE, MOUNTING 
SEAL 


SEAL, 
PRESSURE 


O-RING 

RACE, BEARING 
BEARING, NEEDLE 
SHAFT, SPLINE 
HOUSING 
HOUSING 

SEAL . 

DRIVE 

PLATE, SPACER 

| GEROTOR 

CAP, END 
WASHER 

SEAL, WASHER 
CAP SCREW 
O-RING 

O-RING 

PLUG 

PLUG 

REPAIR KIT - ORBIT MOTOR 
KIT, SEAL 


sn 


— m — cl c — M NN A — AIA VV A —&x c A 


% SEE NOTE AT END OF LIST 
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Manitowoc Crane Group 


Description Assembly No. 
| | VALVE ASSEMBLY 7926001339 | 
: Revision: : 
ICI CA 
9926103446 VALVE, CARTRIDGE 
2 NS 1 NOT SERVICED 
BODY 
3 9926103447 2 KIT, REPAIR 


FOR CARTRIDGE RELIEF VALVE 
(1 PER ASSEMBLY) 


# SERVICED AS AN ASSEMBLY ONLY * REPAIR KIT AND/OR PART OF KIT 
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TURNTABLE 
SIDE 


2143200033 | 0 | ri’#:€À 
(SHEET 1 OF 1) 
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Description 


Manitowoc Crane Group 


| PRZE TANK INSTALLATION 


# SERVICED AS AN ASSEMBLY ONLY 


9880100015 
9880100024 


7926001246 
7486001230 


9486100142 
6850000199 
7660180030 


7950180141 
7101100411 


7444040250 
9880100024 
9880100012 
9880100015 


Assembly No. 
2143200033 
Revision: A 


CIC CA SC NNNM 


7880000209 


TANK ASSY 

INCLUDES NBR 101-103 

INCLUDES THE FOLLOWING PARTS 
PLUG, PIPE 

CAP, FUEL 


VALVE, CHECK 


GAUGE, FUEL. 
INCLUDES THE FOLLOWING PARTS 
DIAL 


| STRAP 


NUT, HEX 
1/2" - 20 N.F. 


FLATWASHER, 1/2" 1.D. 


SCREW, MACHINE 
3/16" - 32 N.F. X 1/2" 
GRADE 1 


REDUCER, BUSHING 
CAP, FUEL 

GASKET 

PLUG, PIPE 
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Manitowoc Crane Group 


Assembly No. 
2143200010 
Revision: B 


[fa] Te sea 


7880000183 1 | TANK ASSEMBLY - HYDRAULIC 
7709000157 1 PLUG, MAGNETIC 

6850000199 2 |STRAP 
1 


H 7486000628 GAUGE, OIL LEVEL 

INCLUDES THE FOLLOWING PARTS 

1 | O-RING 

9486100133 1 | GASKET 
9486100145 1 | O-RING 

6 7660180030 2 | NUT, HEX 

1/2" - 20 N.F. 


7 7950180141 2 | FLATWASHER, 1/2" I.D. 


| Description 
| Mi ONE HYDRAULIC OIL 


OTB N = 


9486100132 


+ SEE FURTHER BREAKDOWN THIS GROUP _ # SERVICED AS AN ASSEMBLY ONLY _ 
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7880000183 
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Page 118 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


Description Assembly No. 
| TANK ASSEMBLY - HYDRAULIC 7880000183 


Revisioni: 


IRI om Ip oom | 


9880100033 1 | COVER 
9880100040 6 | CAP SCREW 
1 
1 


9880100035 GASKET 
9880100036 CAP 
(SNYDER) 
2 |PLUG 
1 |NECK & CAP ASSY 


(USE WITH FABRI-TECH 
INC. OR VALCAN TECH) 


RO N — 


9880100053 
9880100080 


% SEE NOTE AT END OF LIST 
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Manitowoc Crane Group 


Description Assembly No. 


[RENEE INSTALLATION - HYDRAULIC 6364001 Da 
Revision: 


CO I A a I 


6364003052 SWIVEL ASSEMBLY, HYDRAULIC - 


7115161650 CAP SCREW 
3/8" - 16 N.C. X 2" 
GRADE 5 


0 


20 7950160150 WASHER, 3/8" I.D. 
21 7308000013 YOKE 
22 2143100023 ROD 
23 7660180230 NUT, HEX JAM 
1/2" - 20 N.F. 
24 7690182400 | PIN, CLEVIS 
25 7312000095 CLIP, PIN 
101 6364001284 SWIVEL ASSEMBLY - 
HYDRAULIC 
101 6364001513 SWIVEL ASSEMBLY - 
HYDRAULIC 
101 6364001513 SWIVEL ASSEMBLY - 
HYDRAULIC 
102 7445040443 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755904002 O-RING 
103 7445060643 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755906002 O-RING 
104 7445080843 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755908002 O-RING 
105 7445121243 ADAPTER, STRAIGHT MALE 
INCLUDES THE FOLLOWING PARTS 
7755912002 O-RING 
+ SEE FURTHER BREAKDOWN THIS GROUP = REFER TO MCI FOR APPLICABLE NUMBER 
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Manitowoc Crane Group 


| Description Assembly No. 


| | Ser ASSEMBLY - HYDRAULIC 6364001284 
Revision: D 
me 
1 6274000063 1 |CASE 
2 6830000050 1 SPOOL 
3 7099000137 3 INSERT 
4 7755429000 2 O-RING 
5 7755429609 1 RING, BACK-UP 
6 1755159400 5 | RING, QUAD 
7 7753000536 5 SEAL 
8 7753000170 1 RING, RETAINING 
9 9752100385 1 KIT, REPAIR 
* REPAIR KIT AND/OR PART OF KIT 
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| Description Assembly No. 
| KEDEK INSTALLATION - TURNTABLE 2145200701 


Revision: A 


COC RS CA I 


2146200010 PIN, LOCK 
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NOT SHOWN 


NBRS 103 
104 
105 


Courtesy of CraneMarket.com 


Description 


. Manitowoc Crane Group © m 


| | METAL INSTALLATION - SHEET 


Assembly No. 
2145100036 
Revision: C 


LUILRNN CI 


102 


103 
104 
105 


108 


201 
202 
203 
204 
205 
206 
207 
208 
209 
210 
211 
212 
213 
214 
215 
216 
217 
219 
220 
221 
222 
223 
224 


2145100035 


7110150818 


7950150050 
7950150141 
7659000256 


8246964300 


4144200093 
4144200078 
4144200062 
4144200057 
4144200059 
4144200091 
4144200063 
4144200058 
4144200060 
4144200080 
4144200081 
4144200086 
4144200076 
4144200077 
4144200075 
4144200084 
4144200083 
4144200069 
4144200070 
4144200061 
4144200067 
4144200068 
2146800009 


4144800031 


MSI A ol Il LI mah mah LÀ mah Ak mh mh mh mh A ll mh nn 


N 


SHEET METAL ASSEMBLY 
INCLUDES NBRS 201 - 251 © 


CAP SCREW 
5/16" - 18 N.C. X1" 
GRADE 1 


LOCKWASHER, 5/16" 1.D. 
WASHER, 5/16" 1.D. 


NUT, RETAINING 
5/16" - 18 N.C. 


MOULDING 
(QUANTITY IN FEET) 
(QUANTITY IN FEET) 


PLATE, LEFT HAND REAR TOP 
PANEL, LEFT HAND SIDE 

PANEL, LEFT HAND REAR SIDE 
PANEL, LEFT HAND REAR SIDE 
PANEL, LEFT HAND REAR 

PLATE, RIGHT HAND REAR TOP 
PLATE, RIGHT HAND REAR SIDE 
PANEL, RIGHT HAND REAR SIDE 
PLATE, RIGHT HAND REAR 

PLATE, CENTER FRONT TOP 
PLATE, RIGHT HAND FRONT TOP 
PLATE, LEFT HAND FRONT TOP 
METAL, LEFT HAND EXPANDED 
METAL, RIGHT HAND EXPANDED 
METAL, FRONT EXPANDED 

PANEL, RIGHT HAND END 

PANEL, LEFT HAND END | | 
PANEL, LEFT HAND FRONT CORNER 
PANEL, RIGHT HAND FRONT CORNER 
PLATE, LEFT HAND FRONT SIDE 
PLATE, RIGHT HAND FRONT SIDE 
PANEL, LOWER FRONT | 


DOOR, RIGHT HAND REAR 
INCLUDES THE FOLLOWING PARTS 
HINGE, BLOCK 
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Description 
METAL INSTALLATION - SHEET 


.4 SERVICED AS AN ASSEMBLY ONLY © 


7585000095 


7760000016 
2146800010 


4144800031 


7585000095 


2146800016 
2154200006 
2144200052 


2144800006 
7690183291 


7195000031 
4144800033 
4146800063 
4144200079 
7115160850 


7950160050 
7950160161 
7660160000 


9794100011 


7429000018 
7753000429 
7892000095 
9637100001 


2144800077 — 
7184000449 
7690153201 . 


Manitowoc Crane Group — 


. | PIN 


x Assembly No. | 
2145100036 - 
Revision: C 

a Description É ds 


LATCH, RECESSED PADDLE 
RIVET, POP 


_ | DOOR, LEFT HAND REAR . 


INCLUDES THE FOLLOWING PARTS 
HINGE, BLOCK 


| LATCH, RECESSED PADDLE 


| DOOR ASSEMBLY 
INCLUDES NBRS 502 - 504 


DOOR ASSEMBLY - LEFT HAND 
| INCLUDES NBRS 602 - 609 


| DOOR ASSEMBLY - RIGHT HAND 
INCLUDES NBRS 702 - 710 


HINGE, MALE 
INCLUDES THE FOLLOWING PARTS 


1/2" X2? 

BUMPER, RUBBER 
LATCH. 

COVER 

PANEL, RIGHT HAND SIDE 
CAP SCREW 


| 3/8" - 16 N.C. X 1" 


GRADE 5 
LOCKWASHER, 3/8" I.D. 
FLATWASHER, 3/8" 1.D. 
NUT, HEX | 


3/8" - 16 N.C. 


MOULDING 
(CUT 6" LONG) 


| FASTENER, SCREW 


RETAINER 
RECEPTACLE, 


MOULDING 


10 FEET 
( MUST CUT TO LENGTH NEEDED ) 


| (QUANTITY IN FEET) 


HINGE, MALE 
BRACKET, ANCHOR 


- | PIN, CLEVIS 
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Description 


Manitowoc Crane Group 


| | INSTALLATION - SHEET 


Assembly No. 
2145100036 
Revision: C 


[epa 


102 


103 
104 
105 


108 


201 
202 
203 
204 
205 
206 
207 
208 
209 
210 
211 
212 
213 
214 
215 
216 
217 
219 
220 
221 
222 
223 
224 


2145100035 


7110150818 


7950150050 


7950150141 
7659000256 


8246964300 


4144200093 
4144200078 
4144200062 
4144200057 
4144200059 
4144200091 
4144200063 
4144200058 
4144200060 
4144200080 
4144200081 
4144200086 
4144200076 
4144200077 
4144200075 
4144200084 
4144200083 
4144200069 
4144200070 
4144200061 
4144200067 
4144200068 
2146800009 


4144800031 


a hah mah mh mah mah mah ak nh mah ak nh mak mah A mah mh AS ll Il 


NP 


SHEET METAL ASSEMBLY 
INCLUDES NBRS 201 - 251 | 


CAP SCREW 
5/16" - 18 N.C. X 1" 
GRADE 1 


LOCKWASHER, 5/16" 1.D. 
WASHER, 5/16" 1.D. 


NUT, RETAINING 
5/16" - 18 N.C. 


MOULDING 
(QUANTITY IN FEET) 
(QUANTITY IN FEET) 


PLATE, LEFT HAND REAR TOP 
PANEL, LEFT HAND SIDE 

PANEL, LEFT HAND REAR SIDE 
PANEL, LEFT HAND REAR SIDE 
PANEL, LEFT HAND REAR 

PLATE, RIGHT HAND REAR TOP 
PLATE, RIGHT HAND REAR SIDE 
PANEL, RIGHT HAND REAR SIDE 
PLATE, RIGHT HAND REAR 

PLATE, CENTER FRONT TOP 
PLATE, RIGHT HAND FRONT TOP 
PLATE, LEFT HAND FRONT TOP 
METAL, LEFT HAND EXPANDED 
METAL, RIGHT HAND EXPANDED - 
METAL, FRONT EXPANDED 
PANEL, RIGHT HAND END 

PANEL, LEFT HAND END 
PANEL, LEFT HAND FRONT CORNER 
PANEL, RIGHT HAND FRONT CORNER 
PLATE, LEFT HAND FRONT SIDE 
PLATE, RIGHT HAND FRONT SIDE 
PANEL, LOWER FRONT i 


DOOR, RIGHT HAND REAR 
INCLUDES THE FOLLOWING PARTS 
HINGE, BLOCK 
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| Manitowoc Crane Group - 


Description. E m iude | | Assembly No. ~ 
METAL INSTALLATION - SHEET RA 9445100086 - 
| | | T T Revision: C 


: | Description | m 


7585000095 | 1 |LATCH, RECESSED PADDLE 
7760000016 | 4 [RIVET,POP 


2146800010 1 |DOOR,LEFT HAND REAR _ 
| ... | INCLUDES THE FOLLOWING PARTS 

4144800031 — HINGE, BLOCK . 

7585000095 | 1 |LATCH, RECESSED PADDLE 


2146800016 1 | DOOR ASSEMBLY 
| |». INCLUDES NBRS 502 - 504 


2154200006 |. 1 | DOOR ASSEMBLY - LEFT HAND 
|| INCLUDES NBRS 602 - 609 


2144200052 | | DOOR ASSEMBLY - RIGHT HAND 
| INCLUDES NBRS 702 - 710 


2144800006 Des, HINGE, MALE | 

| | dl INCLUDES THE FOLLOWING PARTS 
7690183291 | 1 | PIN | : 
1/2” X 2" 


7195000031 BUMPER, RUBBER 
4144800033 | 4 |LATCH, 

4146800063 COVER 

4144200079 PANEL, RIGHT HAND SIDE 


7115160850 CAP SCREW 
3/8" - 16 N.C. X 1" 
GRADE 5 


7950160050 | | LOCKWASHER, 3/8" I.D. 
7950160161 | 6 | FLATWASHER, 3/8" I.D. 


7660160000 M NUT, HEX 
—. |8/8" - 16 N.C. 


9794100011 © | 1 | MOULDING 
|__| (CUT 6" LONG) 


7429000018 | 4 |FASTENER, SCREW 
7753000420 | 4 |RETAINER 
7892000095 | 4 | RECEPTACLE, 


9637100001 | 1 | MOULDING 

SAO FEET 
- | (MUST CUT TO LENGTH NEEDED ) 
- | (QUANTITY IN FEET) | 


2144800077 | 5 | HINGE, MALE - 
7184000449 | 1 |BRACKET, ANCHOR 
7690153201 — — | 1 |PIN,CLEVIS 


# SERVICED AS AN ASSEMBLY ONLY 
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_ Manitowoc Crane Group | 


Description Assembly No. 


| | METAL INSTALLATION - SHEET 2145100036 
Revision: C 
Te e 


7312000095 CLIP, PIN 


248 7115150450 CAP SCREW 
5/16" - 18 N.C. X 1/2" 
GRADE 5 
249 7950150050 LOCKWASHER, 5/16" I.D. 
250 7660150000 NUT, HEX 
| 5/16" - 18 N.C. 
251 7539000049 HOOK, RUBBER 
302 7585000095 LATCH, RECESSED PADDLE 
303 7760000016 RIVET, POP 
304 4144800031 HINGE, BLOCK 
402 7585000095 LATCH, RECESSED PADDLE 
403 7760000016 RIVET, POP 
404 4144800031 HINGE, BLOCK 
502 7585000095 LATCH, RECESSED PADDLE 
| 503 7760000016 RIVET, POP 
è 504 4144800031 HINGE, BLOCK 
602 4144800031 HINGE, BLOCK 
606 7184000450 BRACKET, HOOD 
607 7111100511 SCREW, MACHINE 
5/8" - 11 N.C. X 5/8" 
GRADE 1 
608 7950100050 LOCKWASHER, 3/16" 1.D. 
609 7660010110 NUT 
702 4146800055 COVER 
703 6519000145 HINGE 
704 7111100510 SCREW, MACHINE 
3/16" - 24 N.C. X 5/8" 
GRADE 1 
705 7950100050 LOCKWASHER, 3/16" 1.D. 
706 7660101100 NUT, HEX 
3/16" - 32 N.F. 
GRADE 1 
707 7834000059 SPRING, DOOR RETAINING 
708 7760000016 RIVET, POP 
709 7585000095 LATCH, RECESSED PADDLE 
710 4144800031 HINGE, BLOCK 


# SERVICED AS AN ASSEMBLY ONLY 
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Manitowoc Crane Group . 
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SECTION A-A 


4m Ae de cv P P AR dA db um um eun cA m uo oam o mn 


roa om o < 
Í 


"> DO wy w tie e A den Ja - 
s 


R do P che GY PIEKA UR h epp e n anan aa m M | 


Me Was LE A Am Pe up up Ub ED an X D ap WO Ww 
-- - -x 


PIE e © 
| r 
] IH 
1 CIA zone Pr 
ET. 
; EN E D 
| DE" Lu | 
NEN i H 
t 
[ 
SE : ; 1 
H ; 
: 4 
H | 
; I 
1 
4 
$ 
i ( 4 
i B 
t 
A ARP 


— 9 OD oe op o m a ge m s DM PR I D: 


2 flee ie rrr Bawana ee ar AM maa - 


t 
4 
-n an cen 


o 
w 

ZY 

23 

Sz 

mb 

< 


144200052 


(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description =- Assembly No. 


| pose ASSEMBLY - RIGHT HAND 2144200052 
Revision: C 
DS aa 
4146800055 COVER 
3 6519000145 HINGE 
4 7111100510 SCREW, MACHINE 
3/16" - 24 N.C. X 5/8" 
GRADE 1 
5 7950100050 | LOCKWASHER, 3/16" I.D. 
6 7660101100 NUT, HEX 
3/16" - 32 N.F. 
GRADE 1 
7 7834000059 SPRING, DOOR RETAINING 
8 7760000016 RIVET, POP 
9 7585000095 LATCH, RECESSED PADDLE 
10 4144800031 | HINGE, BLOCK 


# SERVICED AS AN ASSEMBLY ONLY 
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SLAVE CYLINDER REF i CORTA MASTER CYLINDER REF 
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NS 
— z 
SE 
siate © VALVE REF 

LL — — — a 

ele 

! SWING 

te ees 


454600597 © 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description Assembly No. 


| AnS LINES INSTALLATION - LEVEL AND ROTATE 2154600597 
| Revision: # 


STAT Te] ee 


7445060643 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
O-RING 


7755906002 


2 7550204021 HOSE ASSY 
B 3/8" 1.D. X 40" 
3 7550202421 HOSE ASSY 
| 3/8" X 24" 
4 7888000120 TEE, FEMALE 
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GEL obed 


(S 40 v 133HS) 


cyhZ008YSLG 


<<" d 
SA 


NOTE: 
CUT OFF EXISTING WIRE | 
TERMINAL (RING TONGUE! i 


REPLACE WITH ITEM $190, 
USING PROPER CRIMP TOOL. "m d 
OIL FILTER REF Vc. 


VIEW D-D REF VIEW OF "FUEL TANK CONNECTIONS” VIEW G-G || 
REF "TEMP SWITCH & PRESSURE TERM” 


REF "GASOLINE SHUTOFF" 


201 


44 IGNITION 
RELAY 


VIEW H 
THROTTLE ACTUATOR 


dno4c) 8UEI) JOMOJUEN 


NOTE - 

APPLY BLACK SILICONE SEALANT WITH 
NO ACETIC ACIO (P/N 8878700094) 
AS FOLLOWS - 


(1) TO ADARTMENT POTS INSIDE 
GOVERNOR ELEC AFTER ADUUSTMENTS 
ARE MADE PER ENGINEER 
SPECIFICATION A5-829-011669. 

{2} APPLY A CONTINUOUS BEAD 
AND BOK ONOR BLES COVER 

X. 


(3) TO, TERMINALS OF THROTTLE 
ACTUATOR AFTER WIRES ARE 
CONNECTED. 


VIEW L-L 
REF “VIEWS TO SETUP GOVERNOR ACTUATOR ARM” 
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| Description 


| | POWER UNIT INSTALLATION - NISSAN A-15 (GAS) 


Manitowoc Crane Group 


Assembly No. 
“2154800742 


Revision: D 


CIC 


# SERVICED AS AN ASSEMBLY ONLY _ 


7115182050 


7660180001 


7949000235 
7502000513 


7689000704 


7892000824 


6443000861 
7649000031 
7300000121 
6543002069 


7437000104 
7649000004 
7445080404 
7950140052 


7950100141 
7111100615 


7304000082 
7535000058 
7486001231 
7406000430 
7056000081 
7118140850 


7660140008 


7300000155 


CAP SCREW 
1/2" - 13 N.C. K2 1/2" 
GRADE 5 


NUT, HEX 
1/2" - 13 N.C. 
GRADE 5 


WASHER, 1/2" I.D. 


GOVERNOR, ELECT CONTROLLER 
INCLUDES THE FOLLOWING ol. 
PIN 

14 - 16 AWG 

RECEPTACLE, 

6 PIN 


ADAPTER, 90 DEGREE 
NIPPLE, HOSE 
CLAMP, HOSE 


HOSE ASSY 
80” 


FILTER, FUEL 
NIPPLE, HOSE 
ELBOW, 90 DEGREE 


LOCKWASHER 
1/4" 


WASHER, #10 FLAT PLAIN NARROW 


SCREW, MACHINE 
3/16" - 24 N.C. X 3/4" 
GRADE 1 


CLEANER ASSEMBLY - AIR 
HOOD, AIR INLET 

INDICATOR, SERVICE 
REDUCER, 90 DEGREE ELBOW 
BAND, MOUNTING 


CAP SCREW 
1/4" - 20 N.C. X 1" 
GRADE 8 


NUT, HEX 
1/4" - 20 N.C. 


CLAMP, HOSE 


2 9/16" TO 3 1/2" 
+ SEE FURTHER BREAKDOWN THIS GROUP | 
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Manitowoc Crane Group _ 


Desbription | | | | | | | | Assembly. Nóż | 
POWER UNIT INSTALLATION - NISSAN A-15 (GAS) TE cu cups NX; 2154800742 © 


da. Revision: D Pa 
CIENI 


7642000097 — 1 | MUFFLER 

7300000094 | 2. | CLAMP, MUFFLER 
7660101100 NUT, HEX 

3/16" - 32 N.F. 

| [GRADE1 | 

7950100050 LOCKWASHER, 3/16" I.D. 
7910013113 | 1 | TUBE, EXHAUST 

7949000534 =| 16 | WASHER, HARDENED ROUND 


9543100022 | HOSE ASSY | 
| 8" PC. (MUST CUT TO LENGTH NEEDED ) 
(CUT 1 1/2" LONG) | 


8596910280 HOSE ASSY 
| (QUANTITY IN FEET) 
(CUT 8" LONG) 


7910011117 |. | PIPE, EXHAUST 
6910012076 TUBE . 
6910012079 TUBE, FLEX EXHAUST 


7300000431 CLAMP, MUFFLER 
| 1.88" I.D. 


7910012286 PIPE, EXHAUST 

7184001787 | BRACKET 

7184001788 | BRACKET 

6705015980 1 |PLATE 

7750000114 | 8 | RELAY, HOSTILE ENVIRONMENT 

7950150141 | | WASHER, 5/16" I.D. 

7300000104 A e TUBING 

7722000218 | 1 | PUMP ASSEMBLY - PISTON 
|_| | COMPLETE ASSEMBLY 

7450000919 | 1 |FLANGE 

6705009158 al | | PLATE, PUMP MOUNTING 


7660150000 -| NUT, HEX 
15/16" - 18 N.C. 


7548000640 HUB 

2145800002 | | MOUNT, LEFT HAND 

2145800780 1 |MOUNT,RH | E, 
2145800010 .1 | FRAME, ENGINE | a = DO. qe 


| Description — 


# SERVICED AS AN ASSEMBLY ONLY. + SEE FURTHER BREAKDOWN THIS GROUP - 
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Manitowoc Crane Group 


Description 


| Assembly No. 
| POWER: UNIT INSTALLATION - NISSAN A-15 (GAS) 21 Y 
Revision: 


epe e ra 


110 
111 
112 


113 
114 


115 


116 
117 


118 


120 


121 
122 


123 
124 
125 
126 


127 
128 


129 
130 
132 
134 


2145800001 


7638000204 
7115161050 


7950160140 
7660160000 


7115172450 


7950170141 
7660170000 


7115181050 


7950180141 
7661170003 


7950150141 
7115150550 


7950150040 
7950160050 
7950170050 
7115161050 


7949000377 
7115151050 


7949000534 
6705012413 
7300000013 
9543100002 


MOUNT 
MOUNT, ENGINE 


CAP SCREW 
3/8" - 16 N.C. X 1 1/4" 
GRADE 5 


FLATWASHER, 3/8" I.D. 


| NUT, HEX 


3/8" - 16 N.C. 


CAP SCREW 
7/16" - 14 N.C. X3" 
GRADE 5 


WASHER, 7/16" 1.D. 


NUT, HEX 
7/16" - 14 N.C. 


CAP SCREW 
1/2" - 13 N.C. X 1 1/4" 
GRADE 5 


FLATWASHER, 1/2" I.D. 


NUT, HEX 
8MM N.C. 


WASHER, 5/16" I.D. 


CAP SCREW 
5/16" - 18 N.C. X 5/8" 
GRADE 5 


LOCKWASHER, 5/16" I.D. 


LOCKWASHER, 3/8" I.D. 
LOCKWASHER, 7/16" I.D. 


CAP SCREW 
3/8" - 16 N.C. X 1 1/4" 
GRADE 5 


WASHER, 3/8" 1.D. 


CAP SCREW 


5/16" - 18 N.C. X 1 1/4" 


(GRADE 5 


WASHER, HARDENED ROUND 
PLATE 


CLAMP, HOSE 


HOSE ASSY 
5 PC. (MUST CUT TO LENGTH NEEDED ) 
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Descrinticn: 
POWER UNIT "INSTALLATION - NISSAN A-15 SGAS) 


AT 


7105181050 


. Description. 


(CUT 18” LONG) 


CAP SCREW 
1/2" - 20 N.F. X 1 1/8" 
GRADE 5 


WASHER, 1/2" 1.D. 


CAP SCREW 
1/4" - 20 N.C. X1" 
GRADE 5 


CAP SCREW 
4/4" - 20 N.C. X 3/4" 
GRADE 5 


LOCKWASHER, 1/4" 1.D. 
FLATWASHER, 1/4" 1.D. 


NUT, HEX 
1/4" - 20 N.C. 


HOSE ASSY 
1 1/2" X 30" 


ADAPTER 


HOSE ASSY 
3/8" X 24" 


HOSE ASSY 
1/4" X26" 


ADAPTER, STRAIGHT 
| INCLUDES THE FOLLOWING PARTS 
O-RING 


HOSE ASSY 
1/4" X 42” 


ELBOW, 90 DEGREE MALE 
INCLUDES THE FOLLOWING PARTS 
O-RING 

O-RING 


ADAPTER, STRAIGHT i 
INCLUDES THE FOLLOWING PARTS 
O-RING 

O-RING 


VEE 
7755904002 O-RING .351” I. D. 


| ELBOW, 90 DEGREE 


7949000235 
7115140850 


7115140650 


7950140050 
7950140141 
7660141100 


7543001234 


7445242443 
7550202421 


7550102620 


7445061043 


7755910002 - 
7550104220 


7447161603 


7755021002 
7755916002 


7447161640 


7755021002 — 
7755916002 


7445040447 


7445161645 


7755916002 |O- RING 
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INCLUDES THE FOLLOWING PARTS 


| Assembly No. | 


2154800742 . 
_ Revision: DI 


Courtesy of CraneMarket.com 


Description 
| POWER UNIT INSTALLATION - NISSAN A-15 (GAS) 


Manitowoc Crane Group 


Assembly No. 
2154800742 


Revision: D 


AAA 


152 
153 
154 


155 
156 
157 
158 
159 
160 
162 
163 
168 
170 


171 


174 
175 
176 


177 


178 


179 


181 


186 


187 


188 
189 


190 


# SERVICED AS AN ASSEMBLY ONLY 


7502000007 
7126150950 
7726000165 


7543001831 
7543001832 
7300000167 
7444030031 
6872001421 
7926001227 
6246001353 
7364000582 
7013000538 
7660101130 


6865101610 


6184001580 
7308000042 
7690141200 


7660140030 


7690001210 


7750000085 


9750100035 
6184001563 
7126171253 
7951170014 
7951170210 
7661170000 


7345001746 


ACTUATOR, GOVERNOR 
CAP SCREW, M6 X 14MM HEX HEAD 


RADIATOR 
INCLUDES NBR 301 


HOSE, LOWER RADIATOR 
HOSE, UPPER RADIATOR 
CLAMP, HOSE 

PLUG, PIPE 

SWITCH, OIL PRESSURE 
VALVE, CHECK 

LANYARD 

COUPLING 

ADAPTER 


NUT, HEX 
3/16" - 32 N.F. 
GRADE 1 


STUD 
3/16” X 2" 


BRACKET 
YOKE 


PIN, CLEVIS 
1/4" X 3/4" 


NUT, HEX 
1/4" - 28 N.F. 


PIN, COTTER 
1/16" X 3/4" 


SOLENOID ASSY 
INCLUDES THE FOLLOWING PARTS 
BOOT 


BRACKET, SOLENOID 

CAP SCREW, M8 X 25MM HEX HEAD 
WASHER, 8MM I.D. FLAT 
LOCKWASHER, 8MM 1.D. 


NUT, HEX 
8MM N.C. 


TERMINAL, MALE 
16 - 14 AWG 
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Manitowoc Crane Group 

Description _ i e. ROW DURS Assembly No. No. | 

POWER UNIT INSTALLATION - NISSAN A-15 (GAS) = 2154800742 ~~ 
| > | Revision: D 


7445060655 
7445060450 — 
7872000664 


7443990244 


7951150210 © 


7115161250 


9543100001 


7300000040 


6512002038 
7850000064 
6184001628 
6949000152 
7661130003 


7950100050 
7661150003 


7950140050 
6794001555 
6246002836 


6246002838 


7172000016 


SK900993 


# SERVICED AS AN ASSEMBLY ONLY > 


| Description DE 


|» |TEE > 
| BUSHING, REDUCER 


SWITCH, TEMPERATURE - 


- | CONNECTOR, MALE 
“| LOCKWASHER, 6MM I.D. 


| CAP SCREW 
... |9/8" - 16 N.C. X 1 1/2" 
| | GRADE 5 


HOSE ASSY | | 
25' PC. ( MUST CUT TO LENGTH NEEDED ) 


| (CUT 1 LONG) © 


CLAMP, HOSE | 


| 29/32" 1.D. 
| HARNESS ASSEMBLY - ENGINE 


TIE, CABLE (NATURAL) 


| BRACKET 


WASHER 

NUT, HEX 

5MM -— 

LOCKWASHER, 3/16" I.D. 
NUT, HEX 

6MM N.C. 


LOCKWASHER, 1/4" 1.D. 
| GASKET 
| CABLE, BATTER 

(RED) | | 


BA" 


| | CABLE, BATTERY 
(BLACK) . 


48" 
INSULATOR, BATTERY 


“TERMINAL 
| CAP, 7 PSI RADIATOR 


. + SEE FURTHER BREAKDOWN THIS GROUP. 
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Manitowoc Crane Group 


Notes 
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Manitowoc Crane Group — 


'304000082 
Q^ (SHEET 1 OF 1) 
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.. Manitowoc Crane Group 


i Description Assembly No. 
| ['SSFANER ASSEMBLY - AIR | 7304000082 


Revision: 


[aja] ja] ka I 


NOT SERVICED 
BODY 


ELEMENT, AIR CLEANER 
NUT 

| CLAMP 
COVER ASSEMBLY 


9304100091 
9304100086 
9304100092 
9304100093 


oF © Im 
AS cabo ck eh 


# SERVICED AS AN ASSEMBLY ONLY 
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Manitowoc Crane Group — 


¿ 
> eng” N 


7722000218 _ 


(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description | Assembly No. 


| EME ASSEMBLY - PISTON COMPLETE ASSEMBLY | 1722000218 
| Revision: 
COC CA ae 


9722101348 SCREW 


2 9722101349 COVER 
3 NSS 
SHIM 
4 NSS 
O-RING 
5 9722101025 SPACER 
6 9722101024 BEARING ASSEMBLY 
INCLUDES CUP AND CONE 
7 9722101021 RING, RETAINING 
8 NSS 
SEAL, SHAFT 
9 9722101022 SCREW 
10 NS NOT SERVICED 
HOUSING 
11 NSS 
GASKET 
12 9722101026 SPRING 
13 9722101027 SEAT 
14 9722101028 SEAT 
15 9722101029 PIN, ROLL 
16 9722101030 BEARING ASSEMBLY 
INCLUDES CUP AND CONE 
17 9722101031 YOKE 
18 NSS 
PISTON 
19 NSS 
ROD 
20 NSS 
O-RING 
21 9722101350 SHAFT 
22 NSS 
PISTON & SHOE 
23 NSS | 
PLATE, SHOE 
24 NSS 
WASHER, SPHERICAL 
25 NSS 
RETAINER, PIN 
* REPAIR KIT AND/OR PART OF KIT i @ SECOND REPAIR KIT AND/OR PART OF 2ND KIT 
# SERVICED AS AN ASSEMBLY ONLY - THIRD REPAIR KIT AND/OR PART OF 3RD KIT 
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Manitowoc Crane Group 


| Description Assembly No. - 
PUMP ASSEMBLY - PISTON COMPLETE ASSEMBLY — . 77220002148 
qo | Revision: =~ 
26 NSS EM | oso | 
| PIN | | 
NSS 


BLOCK, CYLINDER 


NSS 
WASHER, SPRING 


NSS 
SPRING 


NSS | 
| | WASHER, SPRING 
NSS dover 
RING, SNAP 
NSS NEL 
SPACER 
PLATE, WAFER 


BEARING ASSEMBLY 
INCLUDES CUP AND CONE 


PIN — 
PIN 


9722101036 
9722101037 


9722101038 


9722101039 
9722101042 SEAT 
9722101041 VALVE. 
9722101040 SPRING 
9722101043 BLOCK, VALVE 
9926102726 PLUG 
9926103040 PLUG 


NSS vwd 
O-RING 
9722101750 PLUG 
NSS 
O-RING - 


9722101754 SET SCREW 


9722101753 SEAT 
9722101752 SPRING 
9722101751 SEAT 
9722101056 SPOOL 
9722101057 | ORIFICE 
9722101044 


PLUG 
< FOURTH REPAIR KIT AND/OR PART OF 4TH KIT. O SECOND REPAIR KIT AND/OR PART OF 2ND KIT 
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Description 


Manitowoc Crane Group | B 


Assembly No. 


| BRL ASSEMBLY - PISTON COMPLETE ASSEMBLY 7722000218 


Revision: 


pape at eee 


9722101058 PLUG 
54 NSS 
GASKET 
55 NSS a: 
O-RING 
56 9722101044 PLUG 
57 NS NOT SERVICED 
BODY 
58 NSS 
O-RING 
59 9722101352 PLUG 
60 9722101046 SCREW 
61 9722101047 SPOOL 
62 9722101048 SEAT 
63 9722101049 SPRING 
64 NSS i 
O-RING 
65 9722101050 PLUG, ADJUSTING 
66 9722101059 GROUP ASSEMBLY, ROTATING 
| INCLUDES NBR 22-31 
66 9722101755 COMPENSATOR ASSEMBLY 
INCLUDES NBR 44-65 
66 9722101347 KIT, SHIM 
66 9722101061 PISTON PUMP REPAIR KIT 
66 9722101060 | KIT, COMPENSATOR 
PISTON AND ROD ASSEMBLY 
66 9722101035 KIT, BEARING AND SPACER 


# SERVICED AS AN ASSEMBLY ONLY 


@ SECOND REPAIR KIT AND/OR PART OF 2ND KIT | 
: - THIRD REPAIR KIT AND/OR PART OF 3RD KIT 


* REPAIR KIT AND/OR PART OF KIT 
« FOURTH REPAIR KIT AND/OR PART OF 4TH KIT 
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Manitowoc Crane Group. 


«re wine) LENGTH. | LENGTH "EX RH 
LOAD TH TOT IN 


|-toi-———@—@—@—@—@@1@11#—@| | Ts sam m 


Ca [42] ie [sx [veco] esi v | ^ ] c" 


ee yee 5| 77 |] a [el 
| (3 4| 40 | A | 


mai LI 10] 12 | 
SI | | 6.48517] 79 | Fo] G_ 
I. { p] ee 8) 20 | H ME 


ti 
cos | ie ELLOS To] 46 C T 


— E LL Lu. 
A= 


i 
4 
Thr 
MM 


rsa ere 
a TEN 77 [| A [Ee 
SEREM AO 0 | C | 
|. Je 8| 56 | C jJ P 
[ca a 3] 27 || A NGE 
t 1999]. ati 
| s 8| 44 | C j| K 
po ST 47 | Kk | N | 
ENTER s Si di [| t]: 
6 4 | A 
pa r O el 6 | A | ^ 
PRE EA ELA EE MEETS OG | 6 ETA ETC NUS 


| ss |. to | SXL ‘YELLOW [1.2] re DL 1. 5 

NOTES: 

BACKFILL ALL FEMALE FASTINS ITEM #11, 

#12 & #.3 WITH NYCGEL IN ACCORCANCE 

WITH MPS OT-025. 

CAVITY WIRES AD.AE. & AG SHOULD BE TAPED & STOWED. 
CCVER SPLICE WITH HEAT SHRINK TJBING-1/2"7D. 
GROVE P/N 8-594-100257 TC PREVENT ANY SHORT 
CIRCUITS.AS PER MPS QT-0!7 


[> | STAMP AS "14 GA FUSIBLE LINK”. 


5512002038 — 
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esi abed 


(€ JO z L33HS) 


'8€0Z00ZLS9 


mE. 


MOTION ALARM 
NBR 23 ENGINE DISTRESS HORN 
SIC & BID - 7345211901 

NBR 14 — "ihi - 1345001746 


120 - 7345211701 
NBR 22 = 158 - 7348211701 
BID - 7345001744 


^L 


NBR 13 


6” 6° 


6” 


6” 


A” 


CONTROL BOX 
*- PIN - 7689000797 


6° 


16” 


a 


pF. 


APU 
GIE € SIF - 7345211901 —NB 
115 - 7349211701 R 23 


NBR 22 
|| 2” 6” 


pax 


IGNITION COIL 
205 - 7348211701 2° NBR 22 
298 - 7348211701 <7 = 


rD 
GENERATOR SOL 
BIB 4 BIC - 7345001944 —— NOR 12 


198 - 7345001744 | 
C NER 13 | 


t6" 
ta | 
i? 4 
SA & 58 - | 

NOR 17 ——- 7692000195 

GROUND STUD 
AT LCB > 
518 $ SIE - 7348221901 ——— NOR 25 6^ 


IA - 7345221701 
STARTER CONTASTOR 
GASOLINE FUEL SOLENOID 


SA - 7345231701 


NBR 26 
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| 133HS 33S 


NOILVONIINOO 03 
30 


E 


dno.1t) 9UBJ2 Domojyueyy 


8€0Z00Z 1s! 


pel obed 
(€ 40 | L33HS) 


49" a E B TILT SWITCH 
a i $ 37 - 7345001744 — NER 13 


SIF - 7345001746 ——— 
278 - 7343001744 — TRS 


dno19 8UB42 20MO}UEJN 


TIE VE NBR 13 
ahan Te 
7-850-000308 P Bad a I TUBI ag NOR 19 
oP RSE — NER 18. 
E rS. IT. 
LP VACUUM 62 - 7345001744 6" 
SWITCH 60 - 7345001744 — NBR 13 Q_———— a 
61 - 7345001744 6! - 7345001744 
NBR 13 rc 
28" 5 ELECTRONIC 
3 GOVERNOR 
p b SOCKET - aa. 
CHOKE SOLENOID NBR 9 
Bld, a SIK - 7345191901 NBR 21 6° 
6. 16 - 7345191701 —— NBR 20 ść 
. : 6" CHOKE RELAY 
nu 10: MP 16 - 7345001744 — — NOR 13 
9m 2 SWITCH SIL & SIM - 73450019 
am a; 208 - 7345001743 NBR 15 72A & 728 - 001944 aa NBR 12 
of 116 - 7345001744 NBR 13 
2^ PR ENGINE 
E ELECTRONIC DISTRIBUTOR IGNITION RELAY i ad NBR 13 
En —=> NBR 27 . ANTI-DIESEL SOLENOID d SIN & IP. = 734500 | 944 51M ES Sa TS APOO 944 — — NBR 12 
IK - 734 4509 
dm je ieac - 3M5001744— 7 NBR 13 — 640 È 1640 - 7349001944,\\ 1644 & 1648 7345001944 NBR 13 
172B - 73450019 ~ NBR 12 
Zu RUBBER BOOT - 7172000029 —- NBR 16 NBR 23 : NBR 12 
58 - 7345211901 TT | 
PN NBR || 
ALTERNATOR 
6” 974 
7 1720 - 7345001752 
168 - 7345001752 
CONNECTOR - 7364001710 
NBR 10 
ENGINE DIL 


PRESSURE SWITCH 


ITESO, rr 
77 NBR 12 


63 - 734500174 
9 - 7345001744 =>" NBR 15 
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Manitowoc Crane Group 


Description 
| an: ASSEMBLY - ENGINE 


5 7689000797 
6 7689000704 


7 7300000429 
8 7709000809 


9 7826000087 
10 7364001710 
11 7345001752 


12 7345001944 
13 7345001744 
14 7345001746 
15 7345001743 


16 7172000029 
17 7892000195 


18 7345171701 
19 7345171901 
20 1345191701 
21 7345191901 


22 7345211701 
23 7345211901 


24 7345221701 


25 7345221901 


Assembly No. 
6512002038 
AR + 


Rete Te ee NNNM 


7109000239 


PLUG 
21 PIN 


PIN 
12 AWG 


PIN 
14 - 16 AWG 


CLAMP, STRAIN RELIEF 


PLUG 
6 SOCKET 


SOCKET, 16-14 GA 
CONNECTOR 


TERMINAL 
16 - 14 AWG 


TERMINAL, FEMALE 
12 - 10 AWG 


TERMINAL, FEMALE 
16 - 14 AWG 


TERMINAL, MALE 
16 - 14 AWG 


TERMINAL, FEMALE 
16 - 14 AWG 


BOOT, RUBBER 


PARALLEL, NON - INSULATED 
12 - 10 AWG 


TERMINAL 
16 - 14 AWG 


TERMINAL 
12 - 10 AWG 


TERMINAL 
16 - 14 AWG 


TERMINAL 
12 - 10 AWG 


TONGUE, INSULATED RING 


TERMINAL 
12 - 10 AWG 


TERMINAL 
16 - 14 AWG 


TERMINAL 
12 - 10 AWG 
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Manitowoc Crane Group . 

Description Assembly No. - 
HARNESS ASSEMBLY - ENGINE NJ | ope Dies A. 6512002038 
[e da Revision: 4 ^" 


| Description | 


26 7345231701 TERMINAL — — 
16- 14 AWG 


27 7345241701 TONGUE, INSULATED RING 
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Notes 


Fd 
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Manitowoc Crane Group 


(FAR SIDE) 
REF BEMI AXLE 


BRAKE PORT 


_— 


TOP VIEW 


— —— 


1145100780 


(SHEET 1 OF 1) 
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Manitowoc Crane Group © 


Description Assembly No. 


| DRIVE INSTALLATION - REAR 2145100780 
| Revision: A 


STAT e a ee 


2145100784 MOTOR AND HUB ASSEMBLY 


2 7118201650 16 | CAP SCREW 
LIS 5/8" - 11 N.C. X2" 
GRADE 8 
3 7949000259 16 | WASHER, 5/8" 1.D. 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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Manitowoc Crane Group _ 


(On 


H =n e Pan a E BA iut DT) ma b § oa 0008 anama 5539 cues | 2987 


145100784 - ME 
(SHEET 1 OF 1) 
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 Manitowoc Crane Group 


Description Assembly No. 


| | MOTOR AND HUB ASSEMBLY imei 
Revision: 


Pe NN 


1 7970000994 HUB ASSEMBLY - TORQUE 
2 + 7188000702 BRAKE ASSEMBLY 
3 + 7632000134 MOTOR ASSEMBLY 
4 7660220031 NUT, HEX 
3/32” -56 N.C. 
D 6865184205 STUD 
6 7949000235 WASHER, 1/2" I.D. 
7 7660180008 NUT, HEX 
1/2" - 13 N.C. 
GRADE 8 
8 7949000236 WASHER, 3/4" I.D. 
9 7447040403 ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
7755011002 O-RING 
7755904002 O-RING 
10 7447081601 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755014002 O-RING 
7755916002 O-RING 
12 7447081003 ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
7755014002 O-RING 
7755910002 O-RING 
14 7755155002 O-RING 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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‘970000994 5 
(SHEET 1 OF 1) 
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Manitowoc Crane Group 


Description 
| HUB ASSEMBLY - TORQUE 


miu MT 


9734100347 


9734100567 
9734100341 
9734100342 
9734100343 
9734100319 
9734100321 
9734100320 
9734100499 
9734100327 
9734100568 
9734100322 
9734100323 
9734100325 
9734100326 
9734100571 
9734100574 
9734100333 


ot = = + AN + > 


bce ow ale Ove “O Or a 
O O =a — — +. N 


19 9734100572 
20 9734100573 
21 9734100331 
22 9734100337 
23 9734100335 
24 9734100569 
25 9734100348 
26 9734100349 
27 9734100345 
28 9734100344 
29 9734100578 
30 9734100579 
31 | 9734100339 
32 9734100338 


Assembly No. 
7970000994 


Revision: 


COUPLING 
SPINDLE 
WASHER 
SPRING 

RING, RETAINING 
SEAL 

CONE, BEARING 
CUP, BEARING 
STUD 

PLUG, PIPE 

HUB 

CUP, BEARING 
CONE, BEARING 
SPACER 

RING, RETAINING 
WASHER 
WASHER 
ROLLER 
SPACER 

GEAR, CLUSTER 
CARRIER 

PIN 

SHAFT 


GEAR 
INTERNAL 


WASHER, THRUST 
BEARING, THRUST 


SHAFT 
INPUT 


RING, RETAINING 
SPACER 


GEAR 
INPUT 


O-RING 
GEAR, RING 
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Description | 


HUB ASSEMBLY - TORQUE 


9734100575 
9734100517 
9734100576 
9734100516 
9734100577 
9734100514 
9734100513 


9734100518 
9734100580 
9734100581 


9734100570 


‘Manitowoc Crane Group — 


Assembl | No. | 
. 7970000994 . 
Revision: 


|. Description 


|. | COVER 
| O-RING 
CAP. 


O-RING 
ROD 
CAP 
CAP SCREW 


| 1/4" - 20 N.C. X 3/4" 
| GRADE5 ~ 


PLUG, PIPE 


| CAP SCREW 


CAP SCREW 


=- | GRADE 8 


CARRIER ASSEMBLY 
INCLUDES NBR 16-23 
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Notes 
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188000702 
(SHEET 1 OF 1) 
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Descripilon 
| BRAKE ASSEMBLY 


ninni eri 


1 126010139 
2 9188100739 
3 9188100491 
4 9188100492 
5 9188100740 
6 9188100741 
7 9188100742 
8 9188100743 
9 9188100744 
10 9188100496 
11 9188100745 
12 9188100498 
13 9188100746 
14 9188100201 
15 9188100202 
16 9188100199 
17 9188100200 
18 9188100309 
19 9188100203 
20 9188100747 
21 9188100207 
22 9188100748 
23 9188100749 
23 9188100750 
23 9752101180 - 


* REPAIR KIT AND/OR PART OF KIT 


Manitowoc Crane Group 


Assembly No. 
7188000702 


Revision: 


PLUG 

HOUSING 
BEARING 

SEAL 

GASKET 

SPRING 

SPRING 

SHAFT 

PIN 

DISC, PRIMARY 
DISC - ROTATING 
DISC, STATIONARY 
PISTON 

RING, BACK-UP 
O-RING 

RING, BACK-UP 
O-RING 
BEARING, BALL 
SCREW, BLEEDER 
PLATE - POWER 
GASKET 

SCREW 


KIT, BEARING 
INCLUDES NBR 3,4 4 18 


KIT, STACK 
INCLUDES NBR 6,7,9-12 


KIT, REPAIR 


eo o n eb A 


— 
© 


— BR N +. — =| — | AA. — PN —| — N — CO 


bh, 


O 
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en ud 
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632000134 
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Manitowoc Crane Group 


Description 
| EMPL On ani 


Assembly No. 
7632000134 
Revision: 


CIA je] em] 


1 9722101348 
2 9722101349 
3 9632101315 
4 9632101312 
5 9722101025 
6 9722101024 
7 9722101021 
8 9632101311 
9 9722101022 
10 NSS 

11 9632101310 
12 9632101306 
13 9632101305 
14 9722101028 
15 9722101029 
16 9722101030 
17 9632101031 
18 9632101304 
19 9632101297 
20 9632101313 
21 9722101350 
22 NSS 

23 NSS 

24 NSS 

25 


= REPAIR KIT AND/OR PART OF KIT 
< FOURTH REPAIR KIT AND/OR PART OF 4TH KIT 


SCREW 
COVER 
SHIM 
O-RING 
SPACER 


BEARING ASSEMBLY 
INCLUDES CUP AND CONE 


RING, RETAINING 
SEAL, SHAFT 
SCREW 


HOUSING 
HOUSING 


GASKET 
SPRING 
SEAT 
SEAT 

PIN, ROLL 


BEARING ASSEMBLY 
INCLUDES CUP AND CONE 


FAN 
PISTON 
ROD 
O-RING 
SHAFT 


PISTON AND SHOE 
PISTON & SHOE 


PLATE, SHOE 
PLATE, SHOE 


WASHER, SPHERICAL 
WASHER, SPHERICAL 


RETAINER, PIN 
RETAINER, PIN 


@ SECOND REPAIR KIT AND/OR PART OF 2ND KIT 
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Manitowoc Crane Group 


Description | 
MOTOR ASSEMBLY “7632000134 
T i Revision: " 


NSS 


NSS 


NSS 


NSS 


NSS 


NSS 


9632101301 
9722101037 


9722101038 
9722101039 
9632101303 
9926103040 
9926100635 
9632101307 
9632101300 
9926103648 
9632101314 
9632101299 
9722101046 
9632101308 


9722101347 
9632101293 


O = — mk h — — ë A — N 


Description 


PIN 
PIN 


BLOCK, CYLINDER 
BLOCK, CYLINDER 


WASHER, SPRING 
WASHER, SPRING 


SPHING 
SPRING 


WASHER, SPRING 
WASHER, SPRING 


RING, SNAP 
RING, SNAP 


SPACER 
PLATE 


BEARING ASSEMBLY 
INCLUDES CUP AND CONE 


PIN 

PIN 

BLOCK, VALVE 
PLUG 

O-RING 

STOP 

RING, RETAINING 
RING, BACK-UP 
GASKET 

BLOCK, CONTROL 
SCREW 


ROTATING GROUP KIT 
INCLUDES NBRS 22 - 31 


KIT, SHIM 
KIT, SEAL 


Assembly No. - 


< "FOURTH REPAIR KIT AND/OR PART OF 4TH KIT 


- THIRD REPAIR KIT AND/OR PART OF 3RD KIT 
€ SECOND REPAIR KIT AND/OR PART OF 2ND KIT : 


* REPAIR KIT AND/OR PART OF KIT .. 
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Manitowoc Crane Group 


Description Assembly No. 


| MOTOR ASSEMBLY 1632000134 
\ Revision: 


CINE 


50 9722101035 KIT, BEARING AND SPACER 


- THIRD REPAIR KIT AND/OR PART OF 3RD KIT 
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5970001471 C TUR SMS 
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Description Assembly No. 
| PARĘ AND WHEEL ASSEMBLY 6970001471 
k Revision: A E 
CIC A a 
7900000356 TIRE - GENERAL 
15 X 19.5 
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3970001024 
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Description Assembly No. 
| TIRE AND WHEEL ASSEMBLY 6970001024 
A Revision: B 


LALENE Mi Ban ae 


1 TIRE - GENERAL 


15 X 19.5 
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3970001470 - 
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Description Assembly No. 
| | TIRE AND WHEEL ASSEMBLY 6970001470 
T Revision: A 


ICI CA NC 


7900000356 TIRE - GENERAL 
15 X 19.5 
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5970001023 _ 
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Description Assembly No. 
| Rc AND WHEEL ASSEMBLY. 6970001023 
3 Revision: C 
CICHE CA CO 


7900000356 È TIRE - GENERAL 
| 15 X 19.5 
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| Description © Assembly No. 


| LINKAGE INSTALLATION - FRONT STEER 21451 — 
Revision: 
[aja] maja] CO 


6372005805 CYLINDER ASSEMBLY - 


3" STEER 


2 |4 2143100017 HUB ASSEMBLY - 
RIGHT HAND 

> | 4 2143100018 HUB ASSEMBLY - 
LEFT HAND 

4 2144100021 TIE ROD 

5 2144100019 LUG 
(LEFT HAND) 

6 2144100018 LUG 
(RIGHT HAND) 

7 2144100035 PIN 

8 7110261806 SCREW, SHOULDER 
1" - 8 N.C. X2 1/4" 
GRADE 1 

9 7950260141 WASHER, 1" I.D. 

10 7069000427 SOCKET, VERTICAL 
(RIGHT HAND) 
(RIGHT HAND) 

11 6810001758 SHAFT 

12 7115160650 CAP SCREW 
3/8" - 16 N.C. X 3/4" 
GRADE 5 

13 7440000400 FITTING, 90 DEGREE GREASE 

14 7115202050 CAP SCREW 
5/8" - 11 N.C. X 2 1/2" 
GRADE 5 

15 7950200050 LOCKWASHER, 5/8" 1.D. 

16 7660200000 NUT, HEX 
5/8" - 11 N.C. 
GRADE 1 

17 7660280130 NUT, HEX 
1 1/8" -12 N.F. 

18 7690083210 PIN, COTTER 
5/32" X 2" 

19 7115181250 CAP SCREW 
1/2" - 13 N.C. X 1 1/2" 
GRADE 5 

20 7950180141 FLATWASHER, 1/2" 1.D. 


+ SEE FURTHER BREAKDOWN THIS GROUP 
Page 181 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


Description | | Assembly No. No. i 
LINKAGE INSTALLATION - FRONT STEER ADSS CN SL 2145100832 2 
ea Revision: B / 


Description Ki 


BUSHING, BRONZE 
| LOCKNUT, HEX - 
3/4" - 10 N.C. | 
- | FLATWASHER, 3/4" I.D: 
| |LOCKWASHER, 3/8" 1.D. 
| | NUT, JAM | 
FITTING, 1/8 STRAIGHT GREASE 


7199001532 
7660221601 


7950220141 
7950160050 
7659000208 
7440000000 
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Notes 
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¡372005805 
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Description 


Manitowoc Crane Group 


| CYLINDER ASSEMBLY - 3" STEER 


„A CC CE 


O coo N D OI R © ND + 


* REPAIR KIT AND/OR PART OF KIT 


6372002828 
7794000524 
6768002041 
6372002595 
7753000175 
7754000123 
7755334609 
6910016363 
7794000617 


6753000805 
7794000628 
7794000007 
9752100627 


m | mah mah mah | mah mak mah mh mk 


O — — A 


Assembly No. 
6372005805 
Revision: A 


BARREL, CYLINDER 

SEAL 

ROD 

HEAD, CYLINDER 

RING, WEAR 

O-RING, LOW TEMPERATURE 
RING, BACK-UP 

SPACER 


SEAL, BUFFER 
t75” 


RING, RETAINING 
SEAL, DEEP Z ROD 
RING, WIPER 

KIT, REPAIR 
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1143100017 — 
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| Description Assembly No. 


[USE ASSEMBLY - RIGHT HAND 21431 z 
Revision: 


CI CA a 


2143100015 LINK, STEERING 


4 7970000867 HUB ASSEMBLY 
INCLUDES THE FOLLOWING PARTS 
9049108681 CUP, BEARING 
9049103792 CUP, BEARING 
9970100057 © CAP SCREW 
5 7069000358 CONE, BEARING 
6 7069000359 CONE, BEARING 
7 7794000519 SEAL 
11 7690144010 PIN, COTTER 
12 7099000469 CAP SCREW 
13 7950300161 WASHER 
1 1/4" LD. 
14 7660300530 NUT, HEX 
15 7660220031 NUT, HEX 
3/32” -56 N.C. 
16 7949000236 WASHER, 3/4" 1.D. 
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N 


1443100018 
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Description Assembly No. 


| dx ASSEMBLY - LEFT HAND 2143100018 
: Revision: F 


[aja] e e KM 


2143100016 
7970000867 


9049108681 
9049103792 
9970100057 


7069000358 
7069000359 
7794000519 
7258000668 
7690144010 
7099000469 
7950300161 


7660300530 
7660220031 


7949000236 
7199001138 


LINK, STEERING 


HUB ASSEMBLY 

INCLUDES THE FOLLOWING PARTS 
CUP, BEARING 

CUP, BEARING 

CAP SCREW . 


CONE, BEARING 
CONE, BEARING 
SEAL 

CAP, HUB 

PIN, COTTER 
CAP SCREW 


WASHER 
1 1/4" I.D. 


NUT, HEX 


NUT, HEX 
3/32" -56 N.C. 


WASHER, 3/4" 1.D. 
BUSHING 
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41 


145100808 - ro 
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Description Assembly No. 


| RANE AND COUNTERWEIGHT INSTALLATION 21451 wadę 
; Revision: | 
DICCI I CC GHENNNNNM 


7866152320 STUD 


5/16" -18 N.C. X2" 


42 7866162400 STUD 

3/8" - 16 N.C. X2 1/2" 
43 7866142320 STUD 

1/4" - 20 N.C. X2" 
105 7199002074 BUSHING 
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00 xr LO (O 


SECTION A-A 


1 (NS & FS) 


FORWARD 


ong ENSE 
(SHEET 1 OF 1) 
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Description 


Manitowoc Crane Group 


Assembly No. 
| COUNTERWEIGHT INSTALLATION 2145100819 
\ Revision: A 


COR CINE 


1 4145100590 2 | PLATE, COUNTERWEIGHT 
3 7115182650 8 | CAP SCREW 
1/2" - 13 N.C. X 3 1/4" 
GRADE 5 
4 7950180161 16 | FLATWASHER, 1/2" LD. 
6 7660181601 8 |LOCKNUT, HEX 
1/2" - 13 N.C. 
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145600743 
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Description Assembly No. 


| PARSE CLAMP INSTALLATION | 2145600743 
- Revision: + | 
LILENN CA ST REN 
6300000068 CLAMP, HOSE 
2 7660161601 4 LOCKNUT, HEX 
3/8" - 16 N.C. 
GRADE 5 
3 7950160141 4 FLATWASHER, 3/8" I.D. 
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Description 


Manitowoc Crane Group 


| [PEGAL INSTALLATION - MZ66B 


I CRI p a 


* REPAIR KIT AND/OR PART OF KIT 


7376008845 


7376007969 


7376006672 


7376008933 


7376009964 


7376009452 


7376010286 


7376009674 
8594000027 


7376008517 
7376007976 
7376007976 
7376003981 
NSS 


7348000653 
7115142650 


7950140161 


7660141600 — 


7760000011 
7195000038 


DECAL - CORPORATE LOGO 
(WHITE) 


DECAL - GROVE MANLIFT LOGO 
(BLACK) 


DECAL - GROVE WORLDWIDE LOGO 
(BLACK) 


DECAL - NAMEPLATE - MZ66B 
5004 CAPACITY 


NAMEPLATE - MZ66B - 500LBS 
CAPACITY 

WITH 500 CAPACITY 36" X 

96" MID MOUNTED ALUMINIUM 
PLATFORM ) 

( USE ON UNITS EQUIPPED 


NAMEPLATE - MZ66B - 500LBS 
CAPACITY 

WITH 500# CAPACITY 36" X 

( USE ON UNITS EQUIPPED 
60" PLATFORM ) 


NAMEPLATE - MZ66B 
(227 KG CAPACITY) 
( USE ON AUSTRALIAN UNIT ) 


DECAL - ARROW 


WRAP, HOSE 
(QUANTITY IN FEET) 


DECAL - MZ66B 
DECAL - STRIPING 
DECAL - STRIPING 
DECAL - COMPLIANCE 


MOULDING INSTALLATION 
BOX, MANUAL 


CAP SCREW 
1/4" - 20 N.C. X 3 1/4" 
GRADE 5 


FLATWASHER, 1/4" I.D. 


LOCKNUT, HEX 
1/4" - 20 N.C. 


RIVET, POP 
BUMPER, RUBBER 
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Revision: # 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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Manitowoc Crane Group 


7111082011. 


7660081100 _ 


7376007999 
7709000228 
9637100001 


7376007489 
7376007495 
7376007491 


7376007488 


7376007497 


7376007490 


7376007492 
7376009266 


7376007493 


7376007246 


7376007248 


# SERVICED AS AN ASSEMBLY ONLY 


Description 


SCREW, MACHINE 
5/32" - 32 N.C. X 2 1/2" 
GRADE 1 


NUT, HEX 
5/32" - 24 N.F. 
GRADE 1 


DECAL - STRIPING 
PLUG, TUBE END CAP 


MOULDING 
10 FEET 

( MUST CUT TO LENGTH NEEDED ) 
(CUT 13’ LONG) 


DECAL - DANGER OPERATING 
INSTRUCTIONS 


DECAL - DANGER ELECTRICAL 
HAZARD 


DECAL - DANGER QUALIFIED 
OPERATOR 


DECAL - DANGER FOAM FILLED 
TIRES 

(USE ON UNITS WITH FOAM 
FILLED TIRES) 


DECAL - DANGER POT HOLES 
(ENGLISH) 


DECAL - DANGER PROPER 
MAINTENANCE 
(ENGLISH) 


DECAL - DANGER CRUSHING 
HAZARD 


DECAL - DANGER FALLING 
HAZARD 


DECAL - DANGER OVERHEAD 
OBSTRUCTION | 
(ENGLISH) 


DECAL - DANGER RADIATOR 
CAP 

(USE ON UNITS WITH WATER. 
COOLED ENGINES ONLY) 


DECAL - DANGER FAN BLADE 
(USE ON UNITS WITH WATER 


. | COOLED ENGINES ONLY) 


* REPAIR KIT AND/OR PART OF KIT | 
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Manitowoc Crane Group 


Description | Assembly No. 


[A CAL INSTALLATION - MZ66B | 6376010045 
Revision: # 


am 


7376007521 DECAL - DANGER LP GAS 
(USE ON UNITS WITH LP 
GAS OPTION) 


DECAL - DANGER LP GAS 
(USE ON UNITS WITH 
AUXILIARY LP GAS OPTION) 


DECAL - TIRE INFLATION 

( USE ON UNITS WITH 15 X 
9.5, 12 PR 65 PSI 
GENERAL ) 


DECAL - TIRE INFLATION 
(USE ON UNITS WITH 15 X 
19.5, 14 PR ) 


DECAL - CAUTION GROUND 
CONTACT 


DECAL - CAUTION TESTING 


DECAL - CAUTION ENGINE 
IDLE 

(USE ON UNITS WITH GAS OR 
DUAL FUEL) 


DECAL - CAUTION COOLANT 
LEVEL 

(ENGLISH) 

(USE ON UNITS WITH WATER 
COOLED ENGINES ONLY) 


DECAL - CAPACITY - 500LBS 


‘DECAL - SELF-LEVELING 
(ENGLISH) 


DECAL - NO STEP 


DECAL - OPERATING 
INSTRUCTION 
(ENGLISH) 


DECAL - FRONT 
(ENGLISH) 


DECAL - REAR 
(ENGLISH) 


DECAL - INSTRUCTIONAL 
DECAL - INSTRUCTIONAL 


DECAL - HYDRAULIC 
| RESERVOIR ` 


512 7376007521 


513 7376002011 


7376002012 


7376007487 


7376007485 
7376007486 


933 7376007247 


945 
990 


7376007123 
7376007501 


551 
552 


7376007251 
7376009700 


553 7376002243 


554 


7376002244 


959 
956 
557 


7376002056 
7376002053 
7376001119 


* REPAIR KIT AND/OR PART OF KIT 


Paae 203 


Courtesy of CraneMarket.com 


Manitowoc Crane Group . 


Description | | | | SM | Assembly No. - 


DECAL INSTALLATION - MZ66B | dede . 6376010045. 
| Revision: # 
Description. n 
7376001117 | DECAL - IDENTIFICATION 
ras] in ENGLISH) | 
7376001196 | 1 |DECAL-LOWER OVERRIDE CONTROLS 
(| | (ENGLISH) 
7376001115 DECAL - IDENTIFICATION 
7376001124 | DECAL - DIESEL FUEL 
7376001125 DECAL - GASOLINE 
7376001205 DECAL - 110 VOLT (AC) 
7376001204 DECAL - PNEUMATIC AIR 


(USE ON UNITS WITH AIR TO 
PLATFORM OPTION ) 


7376008010 DECAL - LIFT/TIEDOWN 
7376007236 DECAL - HYDRAULIC OIL 
7376007237 DECAL - DIESEL 
7376007662 DECAL - GAS FUEL 


7376007498 DECAL - LIQUID WITHDRAWAL 
(USE ON UNITS WITH LP 
GAS OPTION) 


7376003628 DECAL - PATENT 


7376003766 DECAL - MANUAL BOX 
( USE ON UNITS WITH MID 
MOUNT PLATFORM ) 


7376004508 | DECAL - MANUAL BOX 
VERTICAL 

(USE ON UNITS WITH 
PEDESTAL MOUNT PLATFORM 
AND END BOTTOM MOUNT 
PLATFORM ) 


7376007498 DECAL - LIQUID WITHDRAWAL | 
(USE ON UNITS WITH 
AUXILIARY LP GAS OPTION) 


7376007034 DECAL - UPPER CONTROL BOX 
OPTIONS 

(USE ON UNITS WITH UPPER _ 
CONTROL BOX OPTIONS) 


7376009731 | | DECAL - UPPER CONTROL BOX 
" RELAYS 
(ENGLISH) 


7376007986 | 1 | DECAL - LOWER CONTROL BOX. 
| RELAYS 
(ENGLISH) 


* REPAIR KIT AND/OR PART OF KIT 
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Description Assembly No. 


i DECAL INSTALLATION - MZ66B 6376010045 
Revision: # 


CIN 


7376008079 DECAL - TURNTABLE BEARING 
LUBRICATION | 


586 7376007524 DECAL - LUBRICATION 
n (ENGLISH) 
587 7376008237 _ DECAL - BATTERY DISCONNECT 
= (ENGLISH) - 
588 9376100578 - KIT, MZ66B DECAL 


* REPAIR KIT AND/OR PART OF KIT 
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UCB VIEW FOR SWITCH OPTS. _ 


LCB VIEW FOR SWITCH OPTS. 
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Pt 
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Description Assembly No. 


[SITEN INSTALLATION - CHOKE/PREHEAT | 6978003734 
Revision: A | 
FS CI I 


7872000602 SWITCH, PUSH BUTTON 
(CHOKE/PREHEAT) 


FLATWASHER, NYLON 
FLATWASHER, NYLON 
BOOT, PUSH BUTTON SWITCH 
BOOT, PUSH BUTTON SWITCH 


7949000584 
7949000584 
7172000025 


© © m DN 
R = N ~= 


7172000025 


# SERVICED AS AN ASSEMBLY ONLY | 
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Description Assembly No. 
| CABLE BACK-UP INSTALLATION | 6978003721 
) Revision: A : 
IRI Is 
1 + 6872001701 1 LIMIT SWITCH ASSEMBLY 
2 7111102810 2 SCREW 
3 7660101600 2 LOCKNUT 
3/16" - 32 N.F. 
GRADE 1 
4 7950100141 8 WASHER, #10 FLAT PLAIN NARROW 
5 7690052410 1 PIN, COTTER 
1/8" X 1 1/2" 
6 7950100050 2 LOCKWASHER, 3/16" 1.D. 
7 H 7750000697 2 RELAY, 12 VOLT DC 
SEE FURTHER BREAKDOWN THIS GROUP. | # SERVICED AS AN ASSEMBLY ONLY 
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Description | Assembly No. 


| LIMIT SWITCH ASSEMBLY | 6872001701 
i Revision: A 
[aa] maja] I 
7872001700 SWITCH, LIMIT 
INCLUDES THE FOLLOWING PARTS 
7033000356 ARM, ACTUATOR 
9872100234 HEAD 
2 7364001744 CONNECTOR, STRAIN RELIEF 
3 6033001047 ARM, ACTUATOR 
4 7246001106 CABLE, MULTI-CONDUCTOR 
16/2 
5 7345001744 TERMINAL, FEMALE 
16 - 14 AWG 
6 7892000993 SPADE, SPRING 
16 - 14 AWG 
7 7794001558 RING, SEAL 


(WITH STEEL RETAINER) 
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Notes | 
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Description 
| | ELECTRICAL SYSTEM INSTALLATION 


Assembly No. 
6978003554 


RASĄ E 


CS e NN 


H 7025000779 

# 7462000008 

# 9025100005 
2 # 7025000240 
3 # 7872000719 
4 7511001113 
9 6246002784 
6- 6246002252 
7 + 6512001981 
8 + 6512001903 
9 # 7872001401 
10 # 7364001359 
11 6184002621 
12 6246002787 
13 6246002787 
14 6246002252 
15 6246002708 
16 7660140000 
17 7115140650 
18 7950140141 
19 7660160000 
20 7950160350 
PA 7950160140 


# SERVICED AS AN ASSEMBLY ONLY 


SENSOR, TILT 

INCLUDES THE FOLLOWING PARTS 
FUSE 

SPRING 


ALARM, DUAL FUNCTION 
SWITCH, BATTERY DISCONNECT 
KIT, LOCKOUT LEVER 


CABLE, BATTERY 
(RED) 
37 1/2" 


CABLE, BATTERY (RED) 
24" 


HARNESS ASSEMBLY 


HARNESS ASSEMBLY - 
LIMIT SWITCH 


SWITCH AND ARM, LIMIT 
CONNECTOR, STRAIN RELIEF 
BRACKET 


CABLE, BATTERY 
(BLACK) 
25 1/2" 


CABLE, BATTERY 
(BLACK) 
25 1/2" 


CABLE, BATTERY (RED) 
24" 


CABLE, BATTERY 
(BLACK) 
3122 


NUT, HEX 
1/4" - 20 N.C. 


CAP SCREW 
1/4" - 20 N.C. X 3/4" 
GRADE 5 


FLATWASHER, 1/4" LD. 


NUT, HEX 
3/8" - 16 N.C. 


LOCKWASHER, 3/8" 1.D. 
FLATWASHER, 3/8" 1.D. 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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Description | | | Assembly No. | 


ELECTRICAL SYSTEM INSTALLATION TEER SY 697800355 A 
Revision: E / ^ 


7950140050 - | LOCKWASHER, 1/4" l. D. 
7345211701 — " + TONGUE, INSULATED RING 


7345001746 TERMINAL, MALE 
|16- 14 AWG 


7950160050 — | 2 |LOCKWASHER, 3/8" I.D. 


7115161250 | 1 | CAP SCREW 
eq fiala £36 N.C. X 1-1/2" 
| GRADE 5 


7115140850 CAP SCREW 
| 1/4" - 20 N.C. X 1" 
| GRADE 5 


7025000792 HORN 


7300000242 2 | CLAMP, TUBING 
| 3/4" 


7115141850 | CAP SCREW 

3/4" - 20 N.C. X 2 1/4" 

GRADE 5 | 

7950100141 WASHER, #10 FLAT PLAIN NARROW ps 


7660101100 NUT, HEX 
3/16" - 32 N.F. 
GRADE 1 


7950100050 8 | LOCKWASHER, 3/16" I.D. 
7950100161 | FLATWASHER 3/16" I.D. 
7482000040 FUSE, 200 AMP 
7086001082 | HOLDER, FUSE 


7111100807 _ 2. | SCREW, MACHINE 
| 3/16" - 24 N.C. X 1" 
GRADE 1 


7111101610 ‘SCREW, MACHINE 
-| 3/16” -24 N.C. X 2” 
GRADE 1 


7172000029 - 6 | BOOT, RUBBER 


7172000016 | INSULATOR, BATTERY 
TERMINAL | 


7111100510 | 2 |SCREW, MACHINE 
3/16" - 24 N.C. X 5/8" 
GRADE 1 


7750000057 |». 1 | SOLENOID 
7950150141 8 2 |WASHER, 5/16" I.D. 


4 SERVICED AS AN ASSEMBLY ONLY" 
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Manitowoc Crane Group 


i Description | Assembly No. 


| ELECTRICAL SYSTEM INSTALLATION | 6978003554 
) Revision: E : 
mm m m 
44 7950140350 1 | LOCKWASHER, 1/4" I.D. 
45 6246002540 1 |CABLE, BATTERY 
(RED) 
20" 
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512001981 


at. CHUTE CLEC JEN, TATANG Tes CCA IŁi 
AOL 


PA E | TFORM 
ce TE LEFT 
133.- 7348091744 
7348001 


| Manitowoc Crane Group 


EL ld i 
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mu He sa. 


210 - 7348001744 — Sat "GG 
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73460917. 


DRIVE REVERSE 
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Sik è BIL - Tessili == NOR 7 
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Manitowoc Crane Group 


Description Assembly No. 
ae ASSEMBLY 6512001981 : 
| Revision: A | 
[fa] maja] I 
7709000226 PLUG | 
23 SOCKET 
4 7300000429 CLAMP, STRAIN RELIEF 
5 7826000087 SOCKET, 16-14 GA 
6 7345001744 TERMINAL, FEMALE 
Ne: 16-14AWG | . 
7 7345001944 TERMINAL, FEMALE 
12 - 10 AWG 
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Manitowoc Crane Group 


Description Assembly No. 


| nas ASSEMBLY - LIMIT SWITCH 6512001903 
| Revision: B 
[eee oA 
7709000206 PLUG 
4 7826000087 SOCKET, 16-14 GA 
5 770900081 4 PLUG 
4 SOCKET 
6 7345001 744 TERMINAL, FEMALE 
| 16 - 14 AWG 
6 7345001744 TERMINAL, FEMALE 
| 16 - 14 AWG 
7 7345001944 TERMINAL, FEMALE 
12-10 AWG 
8 7300000429 CLAMP, STRAIN RELIEF 
9 7689000704 PIN 
14 - 16 AWG 
10 7345001746 TERMINAL, MALE 
16 - 14 AWG 
11 7345001946 TERMINAL, MALE 
12-10 AWG 
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Manitowoc Crane Group 
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Manitowoc Crane Group 


| Description Assembly No. 


| BATTERY INSTALLATION | | 6978003592 
} Revision: # | 
mle ae ee 
1 6980000017 1 |PLYWOOD | 
> 7064000034 1 | BATTERY, 12 VOLT 
3 4139200047 1 |ANGLE 
4 7950140050 2 |LOCKWASHER, 1/4" 1.D. 
5 7660140001 2 |NUT, HEX 
1/4" - 20 N.C. 
GRADE 5 
6 7115142850 2 |CAP SCREW 
1/4” -20 N.C. X 3 1/2" 
GRADE 5 
7 7950140141 4 |FLATWASHER, 1/4" LD. 
8 7950160050 2 | LOCKWASHER, 3/8" 1.D. 
9 7660160001 o |NUT, HEX 
3/8" - 16 N.C. 
GRADE 5 
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Manitowoc Crane Group 
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Manitowoc Crane Group | 
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Manitowoc Crane Group 


Description Assembly No. 


| BI VAC INSTALLATION akena 
Revision: 
TT ae ese A 
100 2132600650 110VAC OUTLET ASSEMBLY 
101 7115140850 CAP SCREW 
1/4" - 20 N.C. X 1" 
GRADE 5 
102 7660140000 NUT, HEX 
1/4" - 20 N.C. 
103 7950140050 LOCKWASHER, 1/4" 1.D. 
104 7950140141 FLATWASHER, 1/4" I.D. 
105 7115140650 CAP SCREW 
1/4" - 20 N.C. X 3/4" 
GRADE 5 
106 7300000102 CLAMP, TUBING 
5/8" 1.D. 
107 4146200026 GASKET 
108 7111060610 SCHEW, MACHINE 
#6 - 32 N.C. X 3/4" 
GRADE 1 
109 79500601 41 WASHER, #6 1.D. 
110 7258001402 PLATE, COVER 
111 7364001845 CONNECTOR, STRAIN RELIEF 
112 7176002318 BOX, ELECTRICAL 
113 7872000364 RECEPTACLE, 
114 7794000708 RING, SEAL 
115 7506000019 GROMMET 


+ SEE FURTHER BREAKDOWN THIS GROUP $ SERVICED AS AN ASSEMBLY ONLY 
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GROUNDFAULT — 
CIRCUIT INTERRUPTER 


15 AMP CIRCUIT 


E. EA ASSEMBLY 


TO 
CIRCUIT 
BREAKER . 

ASSEMBLY 


7364001306 CONNECTOR 


INCLUDED WITH 
ITEM NBR 7 


= € — "^ Y 


EXTRA LOOSE PARTS 
| WITH CONNECTOR 


TO 
CONNECTOR 
7364001306 E d 


432600650 - 
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| Description 


Manitowoc Crane Group 


| aves OUTLET ASSEMBLY 


Assembly No. 
2132600650 
Revision: # 


pepe [ee To RC I 


NO OT RE WD — 


7176002052 
6872000724 
7892000270 
7258000856 
7364001845 
7794000708 
6246001555 


7345171706 


7364001306 
6246001554 


7345171706 
7345191706 


— NO NI +. — — =d 


W 


pi h 


© O 


# SERVICED AS AN ASSEMBLY ONLY 


BOX, ELECTRICAL 

CIRCUIT BREAKER ASSEMBLY 
INTERRUPTER, CIRCUIT 
COVER, VERTICAL PROTECTIVE 
CONNECTOR, STRAIN RELIEF 
RING, SEAL 


CABLE, 110 VAC POWER 

INCLUDES THE FOLLOWING PARTS 
TERMINAL 

16 - 14 AWG 

CONNECTOR, MALE 


CABLE, 110 VAC POWER 
INCLUDES THE FOLLOWING PARTS 
TERMINAL 
16 - 14 AWG 
TERMINAL 
16 - 14 AWG 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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Manitowoc Crane Group 


INCLUDED WITH 
R ITEM NBR2 . 
= 7 a BREAKER ASSEMBLY 
s, we E MOUNTED IN 
ONES | | ELECTRICAL BOX 
: zd | LEFT REAR OF 
y FRAME ASSEMBLY 


INCLUDED WITH 
ITEM NBR 2 


INCLUDED WITH 
NBR 1 


872000724 
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Manitowoc Crane Group 


Description 
CIRCUIT BREAKER ASSEMBLY 


Assembly No. 
6872000724 
Revision: A 


mea] 0 Ta 


220003504 


2 7258000857 
3 7111060511 
4 7660061100 
5 7950060050 
6 7950060141 
7 7755012000 


BREAKER, 15 AMP CIRCUIT 
COVER 


SCREW, MACHINE 
#6 - 32 N.C. X 5/8" 
GRADE 1 


NUT, HEX 
#6 - 32 N.C. 
GRADE 1 


LOCKWASHER, #6 1.D. 
WASHER, #6 1.D. 
O-RING 
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Manitowoc Crane Group 


| Description Assembly No. 


| poenis INSTALLATION - STROBE 6978003609 
| Revision: A 


CR maja] NE 


7581000370 LIGHT, STROBE 
INCLUDES THE FOLLOWING PARTS 


9581100139 LENS, AMBER 
9581100140 BULB 
701 + 6246002572 CABLE ASSEMBLY - STROBE LIGHT 
702 6650040090 NIPPLE, PIPE 
703 7659000205 LOCKNUT 
1/2" - 14 N.P.S. 
704 7199001965 BUSHING 
705 | # 7638000157 MOUNT, WIRE TIE 
706 | + 6246002573 CABLE ASSEMBLY - STROBE LIGHT 
707 7345001744 TERMINAL, FEMALE 
16 - 14 AWG 
708 7345001746 TERMINAL, MALE 
16 - 14 AWG 
709 7950240141 WASHER, 7/8" I.D. 
710 6705016315 PLATE, MOUNTING 
i ( STROBE LIGHT ) 
711 7760000022 RIVET, POP 
712 7115140850 CAP SCREW 
1/4" - 20 N.C. X 1" 
GRADE 5 
713 7950140161 FLATWASHER, 1/4" I.D. 
714 7660141601 LOCKNUT, HEX 
1/4" - 20 N.C. 
GRADE 5 
715 7242000019 PLUG, 5/16" BUTTON 
716 6705016316 PLATE, MOUNTING 
(STROBE LIGHT ) 
717 7506000001 GROMMET 
38" I.D. 
+ SEE FURTHER BREAKDOWN THIS GROUP |. # SERVICED AS AN ASSEMBLY ONLY 
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Manitowoc Crane Group 


Description Assembly No. 
| CABLE ASSEMBLY - STROBE LIGHT 6246002572 


Revision: A 


CONE Te 
7345211901 2 | TERMINAL 
12-10 AWG 


1 | TERMINAL, FEMALE 
16 - 14 AWG 


1 | TERMINAL, MALE 
16 - 14 AWG 


7345001744 


7345001746 
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3246002573 - 
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Manitowoc Crane Group 
Description Assembly No. 


| CABLE ASSEMBLY - STROBE LIGHT 6246002573 
| Revision: B 


ae) E 


2 7345211701 2 | TONGUE, INSULATED RING 
3 7345001744 1 | TERMINAL, FEMALE 
16 - 14 AWG 
4 7345001746 1 | TERMINAL, MALE 
16 - 14 AWG 
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Manitowoc Crane Group - 


Description Assembly No. 


| CAPACITOR ELECTRICAL INSTALLATION - 6978004178 


Revision: # 


CI [a] ewa NNNM 


1 6340000523 CAPACITOR ASSEMBLY 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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Manitowoc Crane Group 


Description Assembly No. 


| CAPACITOR ASSEMBLY 6340000523 
A Revision: + 


fa] so Te 


2 7340000005 | | CAPACITOR 

3 7345001744 2 | TERMINAL, FEMALE 
16 - 14 AWG 

4 7345001444 1 | TERMINAL, FEMALE 


Page 247 


Courtesy of CraneMarket.com 


.. Manitowoc Crane Group — 


s. EC. 
me | 


e — ea 
ea (SHEET 1 OF 1) 


Page 248 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


Description Assembly No. 


| OOPS COMPONENTS INSTALLATION 2145600652 
Revision: A 


RTRT e Te eee 


7926003166 VALVE ASSEMBLY - MANIFOLD 


2 + 7437000112 FILTER ASSEMBLY - 
OIL RETURN 
3 + 7437000740 FILTER ASSEMBLY - 
HYDRAULIC 
4 + 7632000155 POWER PACK ASSEMBLY - 
D.C. 
5 7445060643 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755906002 O-RING 
6 7445080845 ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
7755908002 O-RING 
7 7445040443 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755904002 O-RING 
8 7112160550 BOLT, HEX 
3/8”-16 NC X 5/8” - GRD 2 
9 7950160050 LOCKWASHER, 3/8" 1.D. 
10 7112161050 REPLACED BY 7115161050 
3/8”-16 NC X 1 1/4”-GRD 2 
11 7112160750 USE 7115160750 CAP SCREW 
3/8" - 16 N.C. X 7/8" 
GRADE 5 
12 7950160161 FLATWASHER, 3/8" 1.D. 
13 7115161850 CAP SCREW 
3/8" - 16 N.C. X 2 1/4" 
GRADE 5 
14 7660160000 NUT, HEX 
3/8" - 16 N.C. 
15 7300000184 CLAMP, MUFFLER 
5" ID. 
16 6184001458 BRACKET, SUPPORT 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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B Notes 
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NOT SHOWN 
NBR 15 STEER 
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Manitowoc Crane Group 


| Description 
| PEACE ASSEMBLY - MANIFOLD 


Assembly No. 
7926003166 
Revision: 


AAA 


9926109007 


9752100996 
9926109008 


9926106806 
9926102773 


9752101179 
9926102772 


9752101179 
9926106191 


9926102768 


9752101292 
9926103505 
9926103500 


9752101206 
9926103502 


9752101206 
9926103501 


9752101292 
9926105603 


9926108540 
9926109009 


9926108537 


9926102746 


9926102747 


# SERVICED AS AN ASSEMBLY ONLY © 


NOT SERVICED 
MANIFOLD 


VALVE, CARTRIDGE 
INCLUDES THE FOLLOWING PARTS 
KIT, REPAIR 


VALVE,RELIEF 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL 


VALVE, CARTRIDGE 
INCLUDES THE FOLLOWING PARTS 
KIT, REPAIR 


VALVE, CARTRIDGE 
INCLUDES THE FOLLOWING PARTS 
KIT, REPAIR 


PLUG, ORIFICE 
(.030) 


BODY/PLUG SUB-ASS'Y. 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL 


DISC - .1406 THICKNESS 


VALVE ASSEMBLY 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL 


VALVE ASSEMBLY 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL 


VALVE, CONTROL 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL 


BLOCK, SIDE 

INCLUDES NBR 1001-1008, 
1101-1106, 1201-1203, 
1301-1305 


1/4"-20 X 1 3/4" 


MANIFOLD, SUB-ASSY., AUX. 
INCLUDES NBR 1401-2202 


CAP SCREW 
5/16" - 18 N.C. X3" 


O-RING 
(1 PER ASSEMBLY) 


O-RING 
(1 PER ASSEMBLY) 


* REPAIR KIT AND/OR PART OF KIT 
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Manitowoc Crane Group . 
oa de dld1{ 0 =. iż 


VALVE ASSEMBLY - MANIFOLD | |. 7926003166 
| a | Revision: > 
=" 
9926102751 |. 2 | RING, BACK-UP. 
| . |(1 PER ASSEMBLY) 
9926102744 «| 2 |O-RING 
| (1 PER ASSEMBLY) 
9926102746 O-RING 
(1 PER ASSEMBLY) 


9926102747 O-RING 
(1 PER ASSEMBLY) 


RING, BACK-UP 
(1 PER ASSEMBLY) 


9926102744 2 |O-RING 
| (1 PER ASSEMBLY) 


9926109092 BODY & PLUG ASSY 
INCLUDES NBR 401-408 


9926106751 VALVE ASSY, SOLENOID 
INCLUDES THE FOLLOWING PARTS 
9752101257 KIT, SEAL 


NS NOT SERVICED 
BODY 
(1 PER ASSEMBLY) 


9926107931 SPOOL 
(1 PER ASSEMBLY) 


9926102766 | CAP ASSEMBLY 
| (1 PER ASSEMBLY) 
INCLUDES NBR 408-410 


9926102765 CAP ASSEMBLY 
(1 PER ASSEMBLY) 
INCLUDES NBR 411-414 


9926102767 CAP SCREW 
(4 PER ASSEMBLY) 


7755008002 | O-RING 
(4 PER ASSEMBLY) 


7755015002 O-RING 
| | (b PER ASSEMBLY) 
9926102774 | | O-RING 

| | (1 PER ASSEMBLY) 


9926102788 CAP, END | 
(1 PER ASSEMBLY) 


9926102775 | | SCREW 
. | (4 PER ASSEMBLY) 


9926102751 


* REPAIR KIT AND/OR PART OF KIT | | # SERVICED AS AN ASSEMBLY ONLY — 
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Description Assembly No. 


| [VALLE ASSEMBLY - MANIFOLD 7926003166 
Revision: 
CE CC I 


412 


413 


414 


501 


502 


503 


504 


505 


506 


507 


508 


509 


510 


511 


512 


513 


514 


515 


516 


# SERVICED AS AN ASSEMBLY ONLY 


9926102774 


9926102788 


9926102779 


9926102775 


9926102789 


9926102781 


7755009002 


7755014002 


9926108174 


9926107547 


9926107534 


9926107525 


9926107537 


9926108175 


9926108176 


9926103482 


9926108177 


7755017002 


7755121002 


7755908002 


O-RING 
(1 PER ASSEMBLY) 


CAP, END 
(1 PER ASSEMBLY) 


SPRING 
(1 PER ASSEMBLY) 


SCREW 
(4 PER ASSEMBLY) 


CAP SCREW 
#10 DIA X 1 1/4" LG 


PLATE, SEAL 
(1 PER ASSEMBLY) 


O-RING 
(3 PER ASSEMBLY) 


O-RING 
(1 PER ASSEMBLY) 


ARMATURE, FEMALE 


(2 PER ASSEMBLY) 


CASE, SOLENOID 
(2 PER ASSEMBLY) 


PLATE, END 
(2 PER ASSEMBLY) 


PLUG, END 
(2 PER ASSEMBLY) 


PIN 
(2 PER ASSEMBLY) 


ARMATURE, MALE 
(2 PER ASSEMBLY) 


PIN, PUSH 
(2 PER ASSEMBLY) 


SCREW 
(8 PER ASSEMBLY) 


TUBE 
(2 PER ASSEMBLY) 


O-RING 
(1 PER ASSEMBLY) 


O-RING 
(1 PER ASSEMBLY) 


O-RING 
(3 PER ASSEMBLY) 


* REPAIR KIT AND/OR PART OF KIT 
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Description | a Assembly No. 
VALVE ASSEMBLY - MANIFOLD | z . 7926003166 - 
eu Revision: E 


9926104063 O-RING | 
| 4 | NOT SERVICED 
SPOOL  . 
7 (1 PER ASSEMBLY) 
NS NOT SERVICED 
(1 PER ASSEMBLY) 
9926103487 | COIL, 12 VOLT 
9926109093 - | VALVE ASSEMBLY 
INCLUDES NBR 401-408 
9926106751 VALVE ASSY, SOLENOID 
| INCLUDES THE FOLLOWING PARTS 
9752101257 KIT, SEAL | | 
9926109094 BODY & PLUG ASSY 
INCLUDES NBR 801-808 
9926106751 - | VALVE ASSY, SOLENOID 
INCLUDES THE FOLLOWING PARTS 
9752101257 KIT, SEAL 
NS NOT SERVICED 
BODY 
(1 PER ASSEMBLY) 
NS NOT SERVICED 
SPOOL 
(1 PER ASSEMBLY) 
9926102788 CAP, END 


7755026002 


7755015002 


7755008002 


9926102775 


9926102767 


(2 PER ASSEMBLY) 


-| O-RING 
(2 PER ASSEMBLY) 


O-RING 


| (6 PER ASSEMBLY) 


| O-RING 


(4 PER ASSEMBLY) 
SCREW 

(8 PER ASSEMBLY) 
CAP SCREW 


Lo (4 PER ASSEMBLY) 
9926109095 T | |BODY & PLUG ASSY 
INCLUDES NBR 801-808 | 


9926106751 1 | VALVE ASSY, SOLENOID 
- INCLUDES THE FOLLOWING PARTS 
9752101257 | 4 | KIT, SEAL 


* REPAIR KIT AND/OR PART OF KIT | | # SERVICED AS AN ASSEMBLY ONLY 
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Description 
| ASSEMBLY - MANIFOLD 


Assembly No. 
7926003166 
Revision: 


CIS CASCO I 


1001 
1002 9926102745 
1003 9926105613 
1004 9926102783 
1005 9926105614 
9926106062 
9752101287 
9926110863 
1006 9926105619 
9752101285 
1007 9926102762 
7755905002 
1008 | | (9926104088 
7755903002 
| 1101 9926105615 
1102 9926102744 
1103 9926105616 
1104 9926105618 
1105 9926105617 
1106 9926106062 
1201 9926102743 
1202 9926105624 
1203 9926105616 
1301 9926104053 
1302 9926104054 
1303 7755903002 
1304 9926104052 
1305 9926104055 


1401 NS 


1402 9926109010 


9752101332 


& SERVICED AS AN ASSEMBLY ONLY 


-— pr c perg — — n A 


NO = 


N =- 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
2 
2 
1 


NOT SERVICED 
BODY 


O-RING 
O-RING 
O-RING 


VALVE ASSEMBLY 

INCLUDES THE FOLLOWING PARTS 
COIL 

KIT, SEAL 

CARTRIDGE 


VALVE, CHECK 
INCLUDES THE FOLLOWING PARTS 
SEAL KIT 


PLUG (SAE #5) 
INCLUDES THE FOLLOWING PARTS 
O-RING 


VALVE ASSEMBLY 
INCLUDES THE FOLLOWING PARTS 
O-RING 


O-RING 
O-RING 

RING, BACK-UP 
O-RING 

RING, BACK-UP 
COIL 

O-RING 
O-RING 

RING, BACK-UP 
POPPET 

SEAT 

O-RING 
SPRING 
SCREW,SET 


NOT SERVICED 
BODY 


VALVE, CHECK 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL 


* REPAIR KIT AND/OR PART OF KIT 
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Description | | e | | | Assembly No. 


9926110519 


9752101286 
9926108885 


9926106806 
7755008002 
7755115002 
9926110847 

9926107771 


9926106806 
9926109104 


9926109012 


9752100996 
9926109013 


9926109014 


9752100996 
9921602758 


7110101005 


9926108571 
9926102761 


“9752101102 
9926108883 


9752100996 
NS 


9926109015 
9926109016 


7755910002 
7755120000 


# SERVICED AS AN ASSEMBLY ONLY 


VALVE ASSEMBLY - MANIFOLD ts. 7926003166 - 
Revision: 


| E “Description 


VALVE ASSEMBLY - DIRECTIONAL 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL 


VALVE, 150 PSI CHECK 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL i 


O-RING 


O-RING 


CARTRIDGE AND COIL ASSEMBLY 


INCLUDES THE FOLLOWING PARTS : 
COIL . 
KIT, SEAL 


1 | CARTRIDGE 


CARTRIDGE, FLOW 
INCLUDES THE FOLLOWING PARTS 


| KIT, REPAIR 


| CARTRIDGE 
BALANCE 


3000 PSI 
VALVE, RELIEF - 2700 PSI 
INCLUDES THE FOLLOWING PARTS 


KIT, REPAIR 


PLUG 
7755903002 O-RING .301” I.D. 


| CAP SCREW 


3/16" - 24 N.C. X 1 1/4" 
GRADE 1 


KIT, BOLT 
VALVE ASSY - SHUTTLE 


| INCLUDES THE FOLLOWING PARTS 
| KIT, SEAL - 


VALVE, NEEDLE 
INCLUDES THE FOLLOWING PARTS 
KIT, REPAIR 


NOT SERVICED 
BODY 


PISTON 
CAP, END 


| O-RING 


O-RING 
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Description Assembly No. 


| VALVE ASSEMBLY - MANIFOLD 7926003166 
) | Revision: 
1506 9926108340 1 PIN, ROLL 
1507 7/55014000 2 O-HING 
1508 7755014609 2 RING, BACK-UP 
| 1509 9926109017 2 SEAT 
1510 9926109018 2 POPPET 
1511 9926109021 2 SPRING 
1512 9926108571 1 KIT, BOLT 
1601 H NS 3 NOT SERVICED 
SPOOL 
(1 PER ASSEMBLY) 
1602 9926106294 SOLENOID ASSY 
(2 PER ASSEMBLY) 
INCLUDES NBR 1701-1704 
1603 9926106296 SPRING 
(2 PER ASSEMBLY) 
1604 9926106297 WASHER 
| (2 PER ASSEMBLY) 
| 1605 9926106089 O-RING 
(4 PER ASSEMBLY) 
1606 9926106098 PLUG 
(2 PER ASSEMBLY) 
1607 9926106095 O-RING 
(1 PER ASSEMBLY) > 
1701 + NS NOT SERVICED 
TUBE 
(2 PER ASSEMBLY) 
1702 9926106094 RETAINER 
(2 PER ASSEMBLY) 
1703 9926106091 GASKET 
(2 PER ASSEMBLY) 
1704 9926106090 O-RING 
(2 PER ASSEMBLY) 
1801 1755910002 O-RING 
1802 1755014000 O-RING 
1803 7755015000 O-RING 
1804 9926106194 RING, BACK-UP 
1805 9926106805 RING, BACK-UP 
| 1902 9926107771 COIL 
# SERVICED AS AN ASSEMBLY ONLY 
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| Description li | | | | sa Assembi No. 9 


VALVE ASSEMBLY - MANIFOLD - vo . 7926003166 
SGD Revision: m 
. Description 
9926109104 | CARTRIDGE 


(1 PER ASSEMBLY) 
- | RING, BACK-UP - 

| (2 PER ASSEMBLY) 
O-RING 
(1 PER ASSEMBLY) 


7755008609 


7755014000 


7755910002 2 |O-RING | 
7755910002 1 |O-RING 
7755014000 - 1 | O-RING 
7755015000 .1 |O-RING 
7755014000 1 |O-RING 
9926106197 2 | RING, BACK-UP 
7755910002 1 |O-RING 
7755008002 2 |O-RING 
7755008609 1 | RING, BACK-UP 
9752100656 O |KIT, REPAIR 
9752100656 O |KIT, REPAIR 
9752100656 O |KIT, REPAIR 
9752100656 O KIT, REPAIR 
9752101169 O |KIT, REPAIR 


INCLUDES NBR 2001-2003 
| INCLUDES NBR 1801-1805 


KIT, REPAIR 
INCLUDES NBR 2001-2003 
INCLUDES NBR 1801-1805 


KIT, SEAL 

INCLUDES NBR 2101-2103 
KIT, SEAL - 

INCLUDES NBR 1904-1906 


9752101169 


9926106695 


9926106806 


* REPAIR KIT AND/OR PART OF KIT 
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Notes 
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7437000112 
(SHEET 1 OF 1) 
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j Description Assembly No. 
| | FILTER ASSEMBLY - OIL RETURN 7437000112 
* Revision: 


CIC CZNA c= 


NOT SERVICED 
HEAD, FILTER 
9304100081 ELEMENT, OIL RETURN 


# SERVICED AS AN ASSEMBLY ONLY 
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437000740 


(SHEET 1 OF 1) 
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| Description 


Manitowoc Crane Group 


i ASSEMBLY - HYDRAULIC 


Assembly No. 
7437000740 
Revision: 


Fae 


9926110189 

2 9437100657 

3 9437100627 
9437100809 

4 9437100625 


5 9437100642 
6 NS 


7 9437100659 


# SERVICED AS AN ASSEMBLY ONLY 


HEAD 
BOWL 


PLUG W/0-RING 
INCLUDES THE FOLLOWING PARTS 
O-RING 


O-RING, PRESSURE FILTER 
ELEMENT, PRESSURE FILTER 


NOT SERVICED 
VALVE ASSY, BY-PASS 


PLUG 


Page 267 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


"632000155 
(SHEET 1 OF 1) 
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| Description 
| POWER PACK ASSEMBLY - D.C. 


ii E 3 


1 9632101433 1 
2 9632101431 2 
3 9632101432 1 
4 9632101429 1 
5 9632101372 1 
6 9632101430 1 
7 9722102847 1 
8 9632101417 1 
9 9632101426 1 
10 9632101428 1 
11 9632101427 1 
12 9632101377 1 
13 9632101375 2 
14 9632101376 1 
15 9632101374 1 
16 # NS 4 
17 9632101416 2 
18 9632101415 1 
19 9722102838 4 
20 9632101423 1 
21 9632101422 1 
22 9722102836 2 
23 9722102840 1 
24 9722102839 2 
25 9632101436 1 
26 9632101418 1 
27 9632101367 1 
28 9632101420 1 
29 9632101421 1 
30 9632101419 1 
31 9632101424 2 


$ SERVICED AS AN ASSEMBLY ONLY 


Assembly No. 
7632000155 
Revision: 


Description 


BUS, BAR 

CAP SCREW 
SWITCH, SOLENOID 
MOTOR 

COUPLING 

GASKET 

OIL SEAL 


PLATE, DRIVE 
INCLUDES NBR 16 


BALL 

SPRING, GUIDE 
SPRING 

SCREW, ADJUSTMENT 
GASKET, METAL 

NUT 

NUT, ACORN 


NOT SERVICED 
BEARING 
INCLUDED IN NBR 8 4 26 


PIN, DOWEL 
SHAFT 

RING, RETAINING 
KEY, DOWEL 
SHAFT, DRIVE 
GEAR 

BALL 

O-RING 

CASE 


PLATE, END 
INCLUDES NBR 16 


BALL 
WASHER 
SPRING 
CAP, VALVE 
CAP SCREW 
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| Description 3 | | Assembly No. - 
POWER PACK ASSEMBLY - D.C. : uoce 7632000155... 


ii a | Revision: |. / ^ 
[tem | spa ee ipa “Description — 


9632101425 CAP SCREW 


9632101435 PUMP ASSEMBLY 
INCLUDES NBRS 7 THRU 32 
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Notes 
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-— 12 
poo c A lo | 
E 6 


SECTION: A-A 


(ROTATED 90° cew) 


10 ENLAFGED 
io! | 


Do 


E aiw E 


1145100722 | 
^ A (SHEET 1 OF 1) 
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| Description Assembly No. 


| [NAVE INSTALLATION - PROPEL 2145100722 

Revision: A 

CCI CA ka 
7926003136 VALVE ASSEMBLY - 


FLOW DIVIDER 


2 7926001981 VALVE ASSEMBLY - CONTROL 
3 7926002028 VALVE ASSEMBLY - PRESSURE 
REDUCING/RELIEVING 
4 7660160001 NUT, HEX 
3/8" - 16 N.C. 
GRADE 5 
5 7950160141 FLATWASHER, 3/8" 1.D. 
6 7115181250 CAP SCREW 
1/2" - 13 N.C. X 1 1/2" 
GRADE 5 
7 7660140001 NUT, HEX 
1/4" - 20 N.C. 
GRADE 5 
8 7950140141 FLATWASHER, 1/4" I.D. 
9 7950140040 LOCKWASHER, 1/4" 1.D. 
10 7660181601 LOCKNUT, HEX 
1/2" - 13 N.C. 
11 7950160041 LOCKWASHER, 3/8" I.D. 
12 7950180141 FLATWASHER, 1/2" I.D. 


+ SEE FURTHER BREAKDOWN THIS GROUP 
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1926003136 — 
(SHEET 1 OF 1) 
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Description 
|| VALVE ASSEMBLY - FLOW DIVIDER 


elmi Rei 


1 9926108719 1 
2 9926108439 8 
3 9926108721 1 
4 9926108445 4 
D 9926108447 2 
6 9926108443 2 
7 9926108720 1 
8 9926108634 8 
9 9926108633 8 
10 9926108725 
11 9926108438 
12 9926108446 
13 9632102100 
14 9722102931 
15 9926108629 

9926108621 
16 9926108723 
17 9926108724 
18 9926108449 

7735908002 
19 9926108442 
20 9926108451 


Assembly No. 
7926003136 


Revision: 


HOUSING, GEAR 
BEARING, NEEDLE 
SHAFT 

GEAR 

KEY 

O-RING 

HOUSING 
LOCKWASHER, 1/2" 1.D. 


NUT, HEX 
1/2" I.D. 
GRADE 8 


STUD 
IDLER 
RING, SNAP 
PIN, DRIVE 
PIN, SHEAR 


VALVE, RELIEF 
INCLUDES THE FOLLOWING PARTS 
KIT, SEAL 


O-RING 
PLUG 


PLUG 
INCLUDES THE FOLLOWING PARTS 
O-RING 


HOUSING, END 
BRACKET 
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N A 
LO. 
DH pigri 


7926001981 —— 
(SHEET 1 OF 1) 
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i Description Assembly No. 
| VALVE ASSEMBLY - CONTROL 7926001981 


Revision: 


a] n Te 


1 # NS 1 NOT SERVICED 
BODY 

2 9926106257 2 | CARTRIDGE 

3 9926104148 2 | KIT, REPAIR 


(1 PER CARTRIDGE) 


# SERVICED AS AN ASSEMBLY ONLY | 


Page 277 


Courtesy of CraneMarket.com 


.. Manitowoc Crane Group — 


'926002028 ——— 


(SHEET 1 OF 1) 
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Description Assembly No. 


| VALVE ASSEMBLY - PRESSURE REDUCING/RELIEVING | 7926002028 
) Revision: | 
[tem | FN | Pat [om 
1 NSS 1 
BODY 
BODY 
2 9926106169 1 CARTRIDGE 
3 9926103434 1 KIT, SEAL 
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J Notes 
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(SHEET 2 OF 2) 


Page 281 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


34 


— 


| OTTLE z 
[ie Ad 


35 > | 
[ur | t? | A 
| TELE | 
n° [ see | SE Pd 
NIN a 
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Nosić F Lo] 
E zz «dep 


ADAPTS TO DRIVE -— 
HYD DIAGRAM (REF) | 


145600657. 
| (SHEET 1 OF 2) 
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Description 


| HYDRAULIC LINES INSTALLATION - SUPPLY, PRESSURE AND RETURN 


kaal ERRE LX 


4 7910009650 
5 7910011358 
6 7910013875 
7 7910013874 
8 7910015418 
9 7550102821 
10 7910008763 
11 7910008764 
12 7910008755 
13 7445242419 
14 7445161620 
15 7445080834 
19 7445161645 2 
7755916002 1 
20 7445161220 2 
21 # 7926000996 1 
22 7445060619 2 
25 7445060618 2 
27 7445080818 5 
27 7445080818 6 
28 H 7005000543 1 
32 7445040645 1 
7755906002 
34 7445040219 
35 7709000028 
7155904002 
36 7445161643 
7755916002 
37 7445040445 


7755904002 


# SERVICED AS AN ASSEMBLY ONLY 


Assembly No. 
2145600657 


Revision: D 
Description 


TUBE 
TUBE 
TUBE 
TUBE 


TUBE 
(DESIGN B) 


HOSE ASSY 
1/4°1.D. X 28" 


TUBE 
TUBE 
TUBE 
CONNECTOR, MALE 
ELBOW, 90 DEGREE 


TEE 
(DESIGN B) 


ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
O-RING 


ELBOW, 90 DEGREE 
VALVE, CHECK 
ADAPTER, STRAIGHT 
NUT, CAP 

NUT, CAP 

NUT, CAP 
ACCUMULATOR 


ELBOW, 90 DEGREE MALE 
INCLUDES THE FOLLOWING PARTS 
O-RING 


ADAPTER, STRAIGHT 


PLUG, SAE #4 
INCLUDES THE FOLLOWING PARTS 
O-RING 


ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
O-RING 


ELBOW, 90 DEGREE MALE 
INCLUDES THE FOLLOWING PARTS 
O-RING 
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| Dee aieh n Assembly No. | 
HYDRAULIC LINES INSTALLATION - SUPPLY; PRESSURE AND RETURN 2145600657 . 


| dedu. Revision: D “> 
CIEN 


7445040448 TEE. | 


INCLUDES THE FOLLOWING PARTS 
7755904002 O- RING 


7445040418 NUT, CAP | 


7550603160 HOSE ASSY 
| 1 II YK 31 un 


Description o 
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Notes 
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psow" 
VALVE REF wuk 


2154600565 
(SHEET 1 OF 1) 
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Description Assembly No. 


| Ate LINES INSTALLATION - STEER 2154600565 

| Revision: + 

[fa] TA] eee 
7553036422 HOSE ASSY 


3/8" 1.D. X 36" LONG 


2 7910008771 TUBE 
3 7910008770 TUBE 
4 7550205720 HOSE ASSY 
3/8"X 57” 
5 7445060645 ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
7755906002 O-RING 
6 7445060643 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755906002 O-RING 
7 7445060672 ELBOW, 90 DEGREE MALE 
8 7550206821 HOSE ASSY 
3/8" X 68" 
9 7445060644 CONNECTOR 
INCLUDES THE FOLLOWING PARTS 
7755906002 O-RING 
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Manitowoc Crane Group 


Description Assembly No. 


| eRe LINES INSTALLATION - PROPEL | KĘ 2145600742 
i Revision: C 


LJLENN Te] see 


7447121208 ELBOW, 45 DEGREE MALE 
INCLUDES THE FOLLOWING PARTS 
O-RING 

O-RING 


7755018002 
7755912002 


7447040403 ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
7755011002 O-RING 
7755904002 O-RING 
3 7447040608 ELBOW, 45 DEGREE MALE 
INCLUDES THE FOLLOWING PARTS 
7755011002 O-RING 
7755906002 O-RING 
4 7555101260 HOSE ASSY 
1/4" 1.D. X 12" 
5 7447121601 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755018002 O-RING 
7755916002 O-RING 
6 7447081001 ADAPTER, STRAIGHT MALE 
INCLUDES THE FOLLOWING PARTS 
7755014002 O-RING 
7755910002 O-RING 
7 7555501864 HOSE ASSY 
3/4" 1.D. X 18" 
8 7555505860 HOSE ASSY 
3/4" 1.D. X 58" 
9 7555304201 HOSE ASSY 
1/2" 1D. X 42” 
10 7447040403 ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
7755011002 O-RING 
7755904002 O-RING 
11 7447121203 .ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
7755018002 "O-RING 
7755912002 O-RING 
12 7447080603 ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
7755014002 O-RING 
7755906002 O-RING 
13 7447081003 ELBOW, 90 DEGREE 


INCLUDES THE FOLLOWING PARTS 


7755014002 O-RING 
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Description ne Assembly No. | 


7755910002 
7555302500 © 


7555103600 


7447121201 


7755018002 
7755912002 


7555306060 
7555107400 


7555104700 


7555304860 


7555102800 


7447040411 


7755011002 
7447121233 


7755018002 
7447080811 


7755014002 
7447080805 


7755014002 
7755908002 


7447040601 


7755011002 
7755906002 


7555306000 


7447081601 
7755014002 


7755916002 — 


dis Description "e 


O-RING 


| HOSE ASSY 
1/2" 1.D. X 25" 


HOSE ASSY 


1/4" 1.D. X 36" 


ADAPTER, STRAIGHT MALE 


INCLUDES THE FOLLOWING PARTS 


O-RING 


O-RING 


^ | HOSE ASSEMBLY 1/2" I.D. 


HOSE ASSY 


| V "LD. X 74" 


HOSE ASSY 
1/4" |.D. X 47” 


| HOSE ASSY 


1/2" 1.D. X 48" LONG 
HOSE ASSY 

1/4" 1.D. X 28" 

TEE, UNION 


INCLUDES THE FOLLOWING PARTS 
O-RING 


| ELBOW, 90 DEGREE 


INCLUDES THE FOLLOWING PARTS 


| O-RING 
- | TEE, UNION 


INCLUDES THE FOLLOWING PARTS 


- | O-RING 
TEE, RUN 


Je INCLUDES THE FOLLOWING PARTS 
O-RING 


O-RING 


ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
O-RING _ 


O-RING 


HOSE ASSY 


— | 1/2" 1.D. X 60" 
ADAPTER, STRAIGHT | 
-INCLUDES THE FOLLOWING PARTS 


O-RING 


| O-RING 
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SWING MOTOR AND 
BRAKE ASS'Y (REF) 


154600564 
(SHEET 1 OF 1) 
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i Description Assembly No. 
| [DHAYUNG LINES INSTALLATION - SWING 2154600564 
| Revision: A 
CS CC E 
7553041422 HOSE ASSY | 
3/8” X 41” 
2 7553039422 1 HOSE ASSY 
3/8” X 39” 
3 7910008772 1 TUBE 
4 7910008773 1 TUBE 
5 7910009243 1 TUBE 
6 7445040420 1 ELBOW, 90 DEGREE 
7 7445060843 2 | ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755908002 1 O-RING 
8 7445040445 1 ELBOW, 90 DEGREE MALE 
INCLUDES THE FOLLOWING PARTS 
7755904002 1 O-RING 
9 7445061043 2 | ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755910002 1 O-RING 
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LIFT CYLINDER (REF) —— 


145600563 
(SHEET 1 OF 1) 
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7553033542 


7445080818 
7445080823 
7445060845 


7155908002 
7550206020 


7445080639 
7445080842 
7445081043 


7755910002 
7888000121 


Description Assembly No. 
| ORAZIO LINES INSTALLATION - LIFT 2145600563 
| Revision: + 


pe Te] ee 


7553041542 


HOSE ASSY 
1/2” X 415” 


HOSE ASSY 
1/2" 1.D. X 33" 


NUT, CAP 
CONNECTOR 


ELBOW, 90 DEGREE 
INCLUDES THE FOLLOWING PARTS 
O-RING 


HOSE ASSY 
3/8" X 60" 


ADAPTER, REDUCING 
NUT, SHORT 


ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
O-RING 


TEE, RUN 
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TU CYLINDER 


CONTROL VALVE 


1145600012 _ | | 
(SHEET 1 OF 1) 
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Description Assembly No. 


| DHANG LINES INSTALLATION - TELESCOPE 2145600012 

à Revision: A 

CICHE e 
7550307220 HOSE ASSY 


1/2" 1.D. X 72" 


2 7445081043 ADAPTER, STRAIGHT 
INCLUDES THE FOLLOWING PARTS 
7755910002 O-RING 
3 7445080845 ELBOW, 90 DEGREE 


INCLUDES THE FOLLOWING PARTS 


7755908002 O-RING 
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| Description 


Manitowoc Crane Group 


LOREMS LINES INSTALLATION 


Assembly No. 
2154600606 
Revision: # 


[eja] e Te] see] 


NO O RE © nm — 


7445080834 
7888000120 
7445060618 
7910009611 
7910008774 
7910013160 
7445121043 


7910009610 
7910009608 
7553074542 


7910009609 
6443000723 


7553040203 


7445080818 
7445080872 


7755910002 


7755904000 


» FEMALE 
NUT, CAP 
TUBE 

TUBE 

TUBE 


ADAPTER, STRAIGHT MALE 
INCLUDES THE FOLLOWING PARTS 
O-RING 


TUBE 
TUBE 


HOSE ASSY 
1/2" X 74" 


TUBE 


CONNECTOR, MALE 
INCLUDES THE FOLLOWING PARTS 
O-RING 


HOSE ASSY 
1/4” X 40” 


NUT, CAP 
ELBOW, 90 DEGREE 
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Manitowoc Crane Group 


Alphabetical Index Appendix A 


Description 


1/4”-20 X 1 3/4” 
110VAC OUTLET ASSEMBLY 
3/8 CARTRIDGE HOLDING VALVE 
ACCUMULATOR 
ACTUATOR ASSEMBLY - ROTARY 
ACTUATOR, GOVERNOR 
ADAPTER 
ADAPTER, 90 DEGREE 
ALARM, DUAL FUNCTION 
ANGLE 
ANGLE,LEFT 
| ANGLE,REAR 
ANGLE,RIGHT 
ANGLE,TOP 
ARM, ACTUATOR 


ARMATURE, FEMALE 
* ARMATURE, MALE 
Í BALL 


BAND, MOUNTING 
BAR, BUS 

BAR, FLAT 

BAR, RETAINING 


BARREL, CYLINDER 
BASE SECTION - BOOM 


BATTERY, 12 VOLT 
BEARING 


From - 1/4”-20 X 1 3/4” 


| Pato || Page ©} 
9926108540 
2132600650 
/926001571 
7005000543 
7009000042 
7502000007 
7013000538 
6443000861 
7025000240 
4139200047 
9258100066 
9258100070 
9258100067 
9258100063 


6033001047 
7033000356 


9926108174 
9926108175 


9632101367 
9632101426 
9722102840 


7056000081 
7059000292 
6059000213 


4146900055 
6059000204 
6059000205 


6372002811 
6372002818 
6372002828 
6372004395 
6372004782 


2145900716 
7064000034 


7069000277 
7069000345 
7069000369 
7069001092 


To - BEARING _ 
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Manitowoc Crane Group 


Alphabetical Index |. Appendix A © 
e Description E „|. 4 Page à 

BEARING EN | 9188100491 167 “a 

BEARING ASSEMBLY 9722101024 | 149, 169 
9722101030 149, 169 
9722101037 150, 170 

BEARING, BALL - | 9188100309 167 

| BEARING, CONE 9734100385 -| 99, 107 

| BEARING, CUP 9734100386 99, 107 

BEARING, NEEDLE | 9632100260 103, 111 

| 9926108439 2755857, 

BEARING, THRUST 9734100349 3, 163 

BLOCK & BASE 9872100178 77 

BLOCK, CONTACT 7872001498 78 

BLOCK, CONTROL 9632101299 170 

BLOCK, SIDE _ | 9926105603 255 

BLOCK, TERMINAL .| 7086000934 62 
7086001078 78 

BLOCK, VALVE 9632101303 170 
9722101043 150 

BOARD, RELAY 7750000713 77 

BODY 8 PLUG ASSY 9926109092 256 
9926109094 258 
9926109095 258 

BODY/PLUG SUB-ASS Y. 9926102768 255 

BOOT 9667100074 81, 83 
9750100035 143 

BOOT, BLACK 7172000544 78 | 

BOOT, PUSH BUTTON SWITCH . | 7172000025 62, 77, 207 

BOOT, ROCKER SWITCH | 9352100545 83 

BOOT, RUBBER 7172000029 155, 218 

BOOT, TOGGLE SWITCH 717200001 1 62, 77 

BOWL | 9437100657 267 

BOX, ELECTRICAL | 7176002052 233 
7176002318 231 

BOX, MANUAL 7348000653 201 

BOX, UPPER CONTROL | 7176002602 77 

BRACKET 6184001580 143 
6184001628 144 
6184002621 217 

From - BEARING - - To - BRACKET 
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Manitowoc Crane Group 


Alphabetical Index 


Description 


BUSHING, BRONZE 
BUSHING, SPACER 
BUTTON 

BUTTON, PLUG 


BUZZER, ALARM 
CABLE ASSEMBLY 
CABLE ASSEMBLY - BOOM 


CABLE ASSEMBLY - STROBE LIGHT 


6199001443 
6200080829 
7199000993 
7199001037 
7199001138 
7199001374 
7199001719 
7199001965 
7199002074 


7199001532 
6199001674 


98/2100170 


7242000005 
7242000012 


7025000237 
7246001320 


6246001191 
6246001619 


6246002572 


Appendix A 


BRACKET 7184001253 | 
7184001787 
7184001788 
9926108451 
BRACKET, ANCHOR 7184000449 
BRACKET, HOOD 7184000450 
BRACKET, MOUNTING 4146200031 
BRACKET, SOLENOID 6184001563 
| BRACKET, SUPPORT 4145900044 
6184001458 
BRAKE ASSEMBLY 6188000107 
7188000702 
BREAKER, 10 AMP CIRCUIT 7872000684 

BREAKER, 15 AMP CIRCUIT 220003504 

| 7872000685 
| BULB 7581000052 
9581100140 
BUMPER, RUBBER | 7195000031 
| 7195000038 
BUS, BAR 9632101433 
{ BUSHING 6199001424 


From - BRACKET . To - CABLE ASSEMBLY - STROBE LIG 
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Alphabetical Index 


Description - | 
CABLE ASSEMBLY - STROBE LIGHT 
CABLE ASSY - 110 VAC POWER 
CABLE, 110 VAC POWER 


| CABLE, BATTERY 


|6246002573 | 


6246002754 


6246001554 


6246001555 


| 6246002540 


6246002708 
6246002784 
6246002787 
6246002836 


| 6246002838 


CABLE, BATTERY (RED) 
CABLE, FOOTSWITCH 
CABLE, MULTI-CONDUCTOR 
CAP 


CAP ASSEMBLY 


CAP SCREW 


6246002252 


| 6246002697 


7246001106 


9734100514 
9734100576 


98801 00036 
9926102765 


9926102766 


7099000469 
7115140650 
7115140850 
7115141250 
7115141650 
7115141850 
7115142450 
7115142650 
7115142850 
7115144050 
7115150450 
7115150550 
7115150850 
7115151050 
7115151250 
7115151450 


7115152050 


7115160650 


| 7115160750 


From - CABLE ASSEMBLY - STROBE LIGHT 


7115160850 
7115161050 
7115161250 
7115161650 
7115161850 


7115162050 


7115162450 


Page A4 


Appendix A - 


TE = 


239 


12 
233 
233 
219 
217 
217 
217 
144 
144 


217 
73 
211 


4, 164 
4, 164 
119 


256 
256 


187, 189 

21, 57, 142, 217, 231 
62, 142, 218, 231, 239 
73 


249 | 
10, 101, 109 


. 93, 93, 97 


| To- CAP SCREW 
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Manitowoc Crane Group 


| Alphabetical Index Appendix A : 


CAP SCREW 7115172450 141 
7115180850 10 
7115181050 10, 47, 141 
7115181250 
7115181650 
7115182050 
7115182650 
7115183050 
7115183650 
7115191850 
7115202050 
7115204450 
7118140850 
7118201650 
7118201850 
9632100046 
9632100358 
9632101424 
9632101425 
9632101431 
9734100315 
9734100316 
9734100513 
9734100580 
9734100581 
9880100040 
9926102767 
9926102789 
9926108537 
9970100057 


CAP SCREW, M6 X 14MM HEX HEAD 7126150950 
CAP SCREW, M8 X 25MM HEX HEAD 7126171253 
CAP, 7 PSI RADIATOR SK900993 


CAP, END 6258000376 
9009100133 
9009100252 
9009100253 
9009100254 
9009100258 
9360100013 
9632100266 103, 111 
9926102788 256, 297, 258 
9926109016 260 


CAP, FUEL 9880100024 115 
CAP, HUB 7258000668 189 


From - CAP SCREW i To - CAP, HUB 
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Manitowoc Crane Group — 


| AppendxA © 


| Description = LD Part | 5 gi Page | 
| CAP, VALVE | 9632101419 - 269 dus 
CAPACITOR 7340000005 247 
| CAPACITOR ASSEMBLY 6340000523 245 
CAPSCREW | 7118202450 93 
CARRIER | 9734100301 99, 107 
| 9734100331 3, 163 
9734100357 99, 107 
CARRIER ASSEMBLY 9734100570 4, 164 
CARRIER, PLAIN 9360100066 39 
CARTRIDGE _ | 9926106169 279 
| | 9926106257 277 
9926109013 260 
| | 9926109104 260, 262 
| 9926110863 259 
CARTRIDGE AND COIL ASSEMBLY 9926110847 260 
CARTRIDGE, FLOW | 9926109012 260 
CARTRIDGE,COUNTERBALANCE | 9926105347 27 
CASE 6274000063 123 
9632101436 269 
CASE, SOLENOID 9926107547 257 
CHAIN ASSEMBLY 6286000716 9 
CIRCUIT BREAKER ASSEMBLY 6872000724 233 
CLAMP 6300000282 35 
7300000455 79 
7300000456 79 
9304100092 147 
CLAMP, BOOT 9667100077 | 81 
CLAMP, HOSE 6300000068 195 
7300000013 141 
7300000040 144 
.| 7300000121 139 
| 7300000155 139 
.| 7300000167 143 
CLAMP, MUFFLER | 7300000094 140 
“7300000184 249 
7300000431 140 
CLAMP, STRAIN RELIEF 7300000429 155, 223, 225 
CLAMP, TUBING . | 7300000101 73 
| 7300000102 231 
| 7300000104 140 


From - CAP, VALVE To - CLAMP, TUBING _ 
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. Alphabetical Index 


Description 


Appendix A 


| Pat —  — | Pae | 
CLAMP, TUBING 7300000242 218 | 
CLAMPING CARRIER ASSY | 9360100065 39 
CLEANER ASSEMBLY - AIR 7304000082 139 
CLIP, PIN 7312000095 35, 121, 129 - 
COIL 9926106062 259 
9926107771 260, 261 
COIL, 12 VOLT 9926103487 258 
COMPENSATOR ASSEMBLY 9722101755 151 
| CONE, BEARING 7069000358 187, 189 
7069000359 187, 189 
9734100292 99, 107 
9734100321 3, 163 
9734100323 3, 163 
CONNECTOR 7364001710 155 
7364002396 73 
CONNECTOR, MALE 6443000723 299 
7364001306 233 
7443990244 144 
CONNECTOR, STRAIN RELIEF 7364001359 217 
1 7364001524 31,88 
7364001531 73 
7364001744 211 
7364001845 231, 233 
CONNECTOR, TERMINAL 9750100045 77 
CONTROL BOX - LOWER 6176002411 65 
CONTROL BOX ASSEMBLY - 6176002788 73 
CONTROL BOX ASSEMBLY - LOWER 6176002827 61 
CONTROLLER ASSEMBLY 7352000937 77 
CONTROLLER ASSEMBLY - 7352000936 77 
COUPLING | 7364000582 143 
9632101372 269 
9734100347 3, 163 
COVER 4146800055 129, 131 
4146800063 128 
7258000857 235 
9722101349 149,169 . 
9734100575 4, 164 
9880100033 119 
COVER ASSEMBLY 9304100093 | 147 
COVER ASSEMBLY - HOSTILE 7258001641 87 
From - CLAMP, TUBING To - COVER ASSEMBLY - HOSTILE 
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Manitowoc Crane Group _ 


Alphabetical Index  AppendixA © 
Description | : Page E 3 
COVER, CENTER | | 4145900043 35 ; 
COVER, INPUT | 9734100360 | 99, 107 
COVER, LOWER CONTROL BOX i 6258001571 65 
COVER, REAR | 4149900021 35 
COVER, REAR BOOM | 4146900122 41 
COVER, VERTICAL PROTECTIVE - | 7258000856 233 
CUP, BEARING | - | 9049103792 187, 189 
- | 9049108681 187, 189 
9734100291 99, 107 
| 9734100320 3, 163 
| 9734100322 3, 163 


CYLINDER ASSEMBLY - 


CYLINDER ASSEMBLY - 3" 
CYLINDER ASSEMBLY - 4" 
CYLINDER ASSEMBLY - LIFT 
DECAL - 110 VOLT (AC) 
DECAL - ARROW 


DECAL - BATTERY DISCONNECT 


DECAL - CAPACITY - 500LBS 
DECAL - CAUTION COOLANT 
DECAL - CAUTION ENGINE 
DECAL - CAUTION GROUND 
DECAL - CAUTION TESTING 
DECAL - COMPLIANCE 
DECAL - CONTROLLERS 
DECAL - CORPORATE LOGO 
DECAL - DANGER CRUSHING 
DECAL - DANGER ELECTRICAL 
DECAL - DANGER FALLING 
DECAL - DANGER FAN BLADE 
DECAL - DANGER FOAM FILLED 
DECAL - DANGER LP GAS 
DECAL - DANGER OPERATING 
DECAL - DANGER OVERHEAD 
DECAL - DANGER POT HOLES 


_| 6372004781 
6372005805 


| 6372004779 
6372002817 


6372002810 


| 7376001 205 


7376009674 
7376008237 


7376007123 
7376007247 
7376007486 


| 7876007487 
| 7376007485 
. | 7376003981 


7376009655 
7376008845 


| | 7376007492 
.| 7376007495 
7376009266 

| | 7376007248 
| 7376007488 


7376007521 


7376007489 
7376007493 


7376007497 


43 
181 


12 


From - COVER, CENTER — | To - DECAL - DANGER POT HOLES 
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Alphabetical Index 


Description 
DECAL - DANGER PROPER 
DECAL - DANGER QUALIFIED 
DECAL - DANGER RADIATOR 
DECAL - DIESEL 
DECAL - DIESEL FUEL 
DECAL - FRONT 
DECAL - GAS FUEL 
DECAL - GASOLINE 
DECAL - GROVE MANLIFT LOGO 
DECAL - GROVE WORLDWIDE LOGO 
DECAL - HYDRAULIC 
DECAL - HYDRAULIC OIL 
DECAL - IDENTIFICATION 


DECAL - INSTRUCTIONAL 


DECAL - LIFT/TIEDOWN 
4 DECAL - LIQUID WITHDRAWAL 
4 DECAL - LOWER CONTROL BOX 


DECAL - LOWER OVERRIDE CONTROLS 
DECAL - LUBRICATION 
DECAL - MANUAL BOX 


DECAL - MZ66B 

DECAL - NAMEPLATE - MZ66B 
DECAL - NO STEP 

DECAL - OPERATING. 
DECAL - PATENT | 

DECAL - PNEUMATIC AIR 
DECAL - REAR 

DECAL - SELF-LEVELING 
DECAL - STRIPING 


DECAL - TIRE INFLATION 


DECAL - TURNTABLE BEARING 


7376007490 
7376007491 
731/6007246 
7316007237 
73/6001124 
731/6002243 
73/6007662 
731/6001125 
7376007969 
7376006672 
731/6001119 
7376007236 


7376001115 
7376001117 


7376002053 
7376002056 


7376008010 
7376007498 


7376007986 
7376010050 


7376001196 
7376007524 


7376003766 
7376004508 


7376008517 
7376008933 
7376007251 
7376009700 
7376003628 
7376001204 
7376002244 
7376007501 


7376007976 
7376007999 


7376002011 
7376002012 


7376008079 


Manitowoc Crane Group 


Appendix A 


| Pat | Page 


From - DECAL - DANGER PROPER. To - DECAL - TURNTABLE BEARING 
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| 2145800010 


. Appendix A_ _ 
| . Description | A cat 20.7 | E “Page 
DECAL - UPPER CONTROL BOX 7376007034 |204 
_| 7376009659 77 
7376009660 77 
7376009731 "204 
DIAL 9486100142 115 
DIODE 6356000179 62, 78 
DIODE, LIGHT EMITTING | 7581001122 78 
7581001123 78 
7581001124 78 
DISC - .1406 THICKNESS 9926103505 255 
DISC - ROTATING 9188100745 167 
DISC, BRAKE 7188000095 101, 109 
DISC, PRIMARY 9188100496 167 
DISC, STATIONARY 9188100498 167 
DOOR 9258100072 89 
DOOR ASSEMBLY 2146800016 128 
DOOR ASSEMBLY - LEFT HAND 2154200006 128 
DOOR ASSEMBLY - RIGHT HAND 2144200052 128 
DOOR, LEFT HAND REAR 2146800010 128 - 
DOOR, RIGHT HAND REAR 2146800009 127 
DRIVE 9632100015 103, 111 
ELEMENT, AIR CLEANER 9304100091 147 
ELEMENT, OIL RETURN 9304100081 265 
ELEMENT, PRESSURE FILTER 9437100642 267 
EXTENSION, STRAIN RELIEF 6013000459 31, 33 
FAN 9632101031 169 
FASTENER, SCREW | 7429000018 128 
| FILTER ASSEMBLY - | 7437000112 249 
| | 7437000740 249 
FILTER, FUEL | 7437000104 139 
FLANGE 7450000919 140 
9632100257 103, 111 
FLANGE, MOUNTING 9632101458 103, 111 
FLATWASHER, NYLON 7949000410 63, 78 
- | 7949000584 61, 79, 207 
FOOTSWITCH .| 7872001398 73 
FRAME, ENGINE | 


140 


From - DECAL - UPPER CONTROL BOX To - FRAME, ENGINE _ 
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Alphabetical Index Appendix A 


RER | Part o gg gr Page OOO i üäOO 

| FUSE 7482000008 a 
FUSE, 200 AMP 7482000040 
GASKET 4146200026 
6794001555 
9188100207 
9188100740 
9352100257 
9486100133 
9632101310 
9632101314 
9632101430 
9872100143 
9880100012 
9880100035 
| 9926106091 
GASKET, METAL 9632101375 
GAUGE, FUEL 7486001230 
GAUGE, OIL LEVEL 7486000628 
GEAR 9722102836 
9734100299 
9734100569 
9734100579 
9734100774 
9926108445 
GEAR, CLUSTER 9734100358 
| 9734100573 
GEAR, RING 9734100338 
9734100359 
GEROTOR 9632100357 
GOVERNOR, ELECT CONTROLLER 7502000513 
GROMMET 7506000001 
| 7506000006 
7506000019 
GROUP ASSEMBLY, ROTATING 9722101059 
GUIDE, SUPPORT 4145900012 
HANDLE 6511000049 
HANDLE ASSEMBLY 9352100621 
HANDLE, INSIDE LEFT HAND 7511000017 
HANDLE, ROUND BALL 9352100383 
HARNESS ASSEMBLY 6512001981 
6512001983 

From - FUSE - To - HARNESS ASSEMBLY 


Page A11 


Courtesy of CraneMarket.com 


Manitowoc Crane Group _ 


Alphabetical Index _ AppendxA — — 
rue : Description a | l Part e Page — 7 
HARNESS ASSEMBLY - | 6512001903 | 217 ro, 
HARNESS ASSEMBLY - ENGINE “| 6512002038 144 
HARNESS ASSEMBLY - UPPER | 6512002305 77 
HEAD | | 6372001332 101, 109 

-| 9872100234 211 
| | 9926110189 267 
| HEAD, CYLINDER | 6372002595 185 
| 6372002630 19 
.| 6372002813 49 
6372004392 29, 45 
HHCS M14x55 -10.9 ISO 4014 7127221850 91 
HINGE .. 6519000145 129, 131 
HINGE (L.H.) | 9258100034 89 
HINGE (R.H.) |. | 9258100033 89 
HINGE, BLOCK “| 4144800031 127, 128, 129, 131 
HINGE, MALE | 2144800006 128 
2144800077 128 
HOLDER, FUSE | 7086001082 218 
HOLDING VALVE 7926002351 29 
HOOD, AIR INLET 7535000058 139 
HOOK, RUBBER 7539000049 129 
HORN 7025000792 218 
HOSE ASSEMBLY 1/2" 1.D. 7555306060 290 
HOSE ASSEMBLY 1/4" 1.D. 7552762205 12 
| HOSE ASSEMBLY, TWIN LINE 7543001662 12 
HOSE ASSY 6543002069 139 
7543001234 142 
| 7550102620 142 
7550102821 283 
| 7550104220 142 
7550202421 133, 142 
7550204021 133 
| 7550205720 287 
7550206020 295 
| 7550206821 287 
| 7550307220 297 
7550603160 284 
7552021205 12 
7553033542 295 
7553036422 287 
7553039422 293 


From - HARNESS ASSEMBLY - - "To - HOSE ASSY 
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Courtesy of CraneMarket.com 


| Alphabetical Index 


Description 
HOSE ASSY 


HOSE, LOWER RADIATOR 
HOSE, UPPER RADIATOR 

| HOURMETER 

HOUSING 


HOUSING, BRAKE 
HOUSING, CYLINDER 
HOUSING, END 
HOUSING, GEAR 
HUB 


HUB ASSEMBLY 
HUB ASSEMBLY - 


HUB ASSEMBLY - TORQUE 
HUB-SHAFT SUB-ASSY 
IDLER 

INDICATOR, SERVICE 


From - HOSE ASSY 


Manitowoc Crane Group 


7553040203 
7553041422 


7543001832 
7486002606 


9926108720 
6547000134 


2143100018 
7970000994 
9734100288 
9926108438 
7486001231 


7593041542 

7593074542 

7595101260 

7595102800 290 
7555103600 290 
7555104700 290 
7555107400 290 
7555302500 290 
7595304201 289 
7555304860 290 
7555306000 290 
7555501864 289 
7555505860 289 
8596910280 140 
9543100001 144 
9543100002 141 
9543100022 140 
7543001831 143 


9009100129 23 
9009100259 23 
9188100739 167 
9632100732 103, 111 
9632101475 103, 111 


6547000133 101, 109 
9926108442 275 
9926108719 275 
7548000640 140 
9734100295 99, 107 
9734100568 3, 163 
7970000867 187, 189 
2143100017 181 


Appendix A 


(part | Page | 


143 
62 


275 
101, 109 


181 
161 
99, 107 
275 


To - INDICATOR, SERVICE 
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Manitowoc Crane Group- 


Alphabetical Index 


INSERT 

INSULATOR E 
INSULATOR, BATTERY 
INTERRUPTER, CIRCUIT 
KEEPER RZE 
KEY 

KEY, DOWEL 

KEY, SET 

KIT, BEARING 


KIT, BEARING AND SPACER 
KIT, BOLT | 
KIT, COMPENSATOR 

KIT, LOCKOUT LEVER 

| KIT, MZ66B DECAL 

KIT, REPAIR 


KIT, SEAL 


From - INSERT i | 


| Description _ 


| 7099000137 


7557000073 


| 7172000016 


7892000270 
9539102559 
9926108447 
9632101423 
9872100245 


9009100250 
9009100251 
9188100749 


9722101035 
9926108571 
9722101060 
7511001113 
9376100578 


9009100145 
9009100212 
9009100235 
9009100236 
9752100385 
9752100402 
9752100624 
9752100625 
9752100627 
9752100656 
9752100974 
9752100996 
9752101169 
9752101179 
9752101180 
9926103447 
9926104148 


9632101293 
9632101468 
9752101102 
9752101206 
9752101257 
9752101286 
9752101287 
9752101292 


9752101332 
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123 


| Appendix A 


77 

144, 216 
233 

89 

275 

269 

61 


23 
23 
167 


151, 171 
260, 261 
151 
217 
205 


24 

23 

24 

23 
123 
101, 109 
19 

49 
185 
262 
29, 45 


SS" 


zi 


255, 260 . 


262 
255 
167 
105, 113 
277 


170 


260 
255 


103,111 — 


256,258 ^ 
260 


259 
255 
259 


|J To-KIT,SEAL | 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


| Alphabetical Index Appendix A 


Description 
| KIT, SEAL 


| KIT, SHIM 
KIT, STACK 
KIT,SEAL 


LANYARD 

LATCH 

LATCH, 4 ACROSS 
LATCH, PUSH BUTTON 
LATCH, RECESSED PADDLE 
LATCH, SOFT 

LENS, AMBER 

| LIGHT, STROBE 

LIMIT SWITCH ASSEMBLY 
LINK KIT 

LINK, CARRIER 

{ LINK, RADIUS 

LINK, STEERING 


LIP-EXTENSION 
LOCK 
LOCKNUT 


LOCKWASHER 
LOCKWASHER, 1/2" 1.D. 
LOOM, SPIRAL WRAP 
LUG 


MANIFOLD, SUB-ASSY., AUX. 
METAL, FRONT EXPANDED 
METAL, LEFT HAND EXPANDED 
METAL, RIGHT HAND EXPANDED 
MOTOR 

MOTOR AND HUB ASSEMBLY 


From - KIT, SEAL 


m [m 


9926103434 27,279 
9926106695 262 
9926106806 255, 260, 262 
9926108621 2/5 


9722101347 151, 170 
9188100750 167 


9926112122 19, 49 
9926112595 29 


6246001353 143 
4144800033 128 
7872001497 78 
9258100025 89 
7585000095 128, 129, 131 
7539000641 89 
9581100139 239 
7581000370 239 
6872001701 209 


9360100048 39 
9360100064 39 
9360100063 39 
2143100015 
2143100016 
9258100068 


7585000155 


7659000205 
9258100062 


7949000350 
9926108634 
7557000046 


2144100018 
2144100019 


9926109009 
4144200075 
4144200076 
4144200077 
9632101429 
2145100784 


To - MOTOR AND HUB ASSEMBLY 
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Courtesy of CraneMarket.com 


Manitowoc Crane Group — 


Alphabetical Index. 


MOTOR ASSEMBLY 
MOTOR ASSEMBLY - ORBIT 
MOULDING 


MOULDING - USE 9794100030 
MOUNT 
MOUNT, ENGINE 
MOUNT, LEFT HAND 
MOUNT, WIRE TIE 
MOUNT, WORK PLATFORM 
MOUNT,RH 
MTG.-FEET (PAIR) 
MUFFLER 
| NAMEPLATE - MZ66B 
NAMEPLATE - MZ66B - 500LBS 


NECK & CAP ASSY 
NIPPLE, HOSE 


NOT SERVICED 
NUT 


NUT, ACORN 
NUT, FLUSH 
NUT, HEX 


NUT, JAM 

NUT, PANEL 
NUT, RETAINING 
OIL SEAL 
ORIFICE 

O-RING 


From - MOTOR ASSEMBLY - 


Description — — 


NS 


| 7632000134 
.| 7632000082. 


8246964300 
9637100001 
9794100011 
9794100012 
9794100014 


6637011005 
2145800001 
7638000204 


2145800002 
7638000157 


2139300003 


_| 2145800780 


9360100061 
7642000097 
7376010286 


7376009452 


7376009964 


9880100080 


7649000004 
7649000031 


6659000226 
9304100086 


9632101376 

| 9632101374 
9258100104 

| 7659000832 

| | 9926108633 


7659000208 
7659000197 
7659000256 
9722102847 
9722101057 


.| 7754000096 
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Page 


201 
201 


119 


139 
139 
27, 105, 113, 147, 149, 151, 
255, 256, 258, 259, 260, 261, 
265, 267, 269, 277 


9 
147 
269 


269 
89 


17 
275 


182 


61,78 
127 


d 260 


150 


| 101, 109 


To - O-RING. 
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Manitowoc Crane Group 


Alphabetical Index Appendix A 


| Part | Pe ©} 


| O-RING 


Description 


7754000097 
7755008002 
| 7755009002 
7755011002 
7755012000 
7755014000 
7755014002 
7755015000 
7755015002 
7755017002 
7755018002 
7755021002 
7755026002 
7755045000 
7755112000 
7755115002 
7755120000 
7755121002 
7755132000 
7755152000 
7755155002 
7755429000 
7755903002 
7755904000 
7755904002 


7755905002 
7755906002 


7155908002 


101, 109 

256, 258, 260, 262 
257 

12, 13, 161, 289, 290 
103, 111, 235 

261, 262 

161, 257, 289, 290 
261, 262 

256, 258 

257 

289, 290 

142 

258 

93, 97 

94, 97 

260 

260 

257 

103, 111 

93, 97 

161 

123 

259 

299 

13, 29, 121, 161, 249, 283, 
284, 289, 293 

259 

12, 13, 29, 121, 133, 249, 
283, 287, 289, 290 
49, 121, 249, 257, 275, 290, 
293, 295, 297 


7755910002 142, 161, 260, 261, 262, 289, 
290, 293, 295, 297, 299 
7155912002 121, 289, 290 
7755916002 142, 161, 283, 289, 290 
9188100200 167 
9188100202 167 
9437100809 267 
9486100132 117 
9486100145 117 
9632101312 169 
9632101313 169 
9632101462 103, 111 
9722102839 269 
9734100339 3,163 
9734100516 4, 164 
9734100517 4, 164 
9926100635 170 
From - O-RING To - O-RING 


Page A17 


Courtesy of CraneMarket.com 


Manitowoc Crane Group > 


Alphabetical Index 


: Description 
O-RING | 


O-RING, LOW TEMPERATURE 


O-RING, PRESSURE FILTER 
O-RING, SEAL 
PAD, "L" WEAR 


PAD, WEAR 


| PAD, WEAR - BASE 

PAD, WEAR - MID 

PAD, WEAR - ROLLER 

PAD, WEAR - TAPERED ROLLER 

PANEL, LEFT HAND END 

PANEL, LEFT HAND FRONT CORNER 
| PANEL, LEFT HAND REAR 

PANEL, LEFT HAND REAR SIDE 


| PANEL, LEFT HAND SIDE 


From - O-RING | 


— | 9926102743 


9926102744 


| 9926102745 

| 9926102746 
9926102747 
9926102774 

| 9926102783 
| 9926104063 


9926105613 
9926105615 


. | 9926105618 


9926105624 


-| 9926106089 


9926106090 


.. | 9926106095 
9926108443 


9926108723 


7754000123 
7754000135 
7754000140 
7754000144 
7754000160 
9437100625 


9734100309 


6671000247 


6671000257 


4143900026 
4146900003 
4146900006 
4146900009 


~ | 4149900019 


6671000236 


| 6671000246 
| 6671000244 
| 6671000245 

4143900027 
"| 4146900123 


4144200083 
4144200069 


| 4144200059 
4144200057 
| 4144200062 
4144200078 
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259 
256, 259 
259 
255, 256 
255, 256 
256, 257 
259 
258 
259 
259 
259 
259 
261 
261 
261 
275 
275 


49 
19, 49 
29, 45 
19 


267 


127 
127 
127 


127 
127 


127 


Appendix A 


| SERA 


29, 45, 185 


= To- PANEL, LEFT HAND SIDE 


Courtesy of CraneMarket.com 


_ Manitowoc Crane Group 


| Alphabetical Index Appendix A | 


Description Pato | || Page | 


PANEL, LOWER FRONT 4144200068 127 
PANEL, RIGHT HAND END 4144200084 127 
PANEL, RIGHT HAND FRONT CORNER 4144200070 127 

| PANEL, RIGHT HAND REAR SIDE 4144200058 127 
PANEL, RIGHT HAND SIDE 4144200079 128 
PARALLEL, NON - INSULATED 7892000195 155 
PIN 2144100035 181 

6689000556 9 
6689000557 43 
6689000560 9 
6689000694 11 
6689000841 11 
6689000842 11 
| 6689000843 11 
6810002782 9 
7689000704 31, 33, 69, 85, 139, 155, 
| 225 
7689000797 155 
9188100744 167 
9722101038 150, 170 
9722101039 150, 170 
9734100337 3, 163 
9926107537 257 
PIN, CLIP 7689000036 10 
PIN, DOWEL 9632101416 269 
PIN, DRIVE 9632102100 275 
PIN, LOCK 2146200010 125 
PIN, PUSH 9926108176 257 
PIN, ROLL | 9722101029 149, 169 
9734100307 99, 107 


9926108340 
9722102931 
6490000083 


261 
2/5 
93, 97.^ 


PIN, SHEAR 
PINION 


PIPE, EXHAUST 7910011117 140 
7910012286 140 

PISTON | 6701000294 49 
6701000296 19 
9009100132 23 
9188100746 167 
9632101304 169 
9926109015 260 


9722101061 151 


| PISTON PUMP REPAIR KIT 


From - PANEL, LOWER FRONT To - PISTON PUMP REPAIR KIT 
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Alphabetical Index - 


- Description —  — 
PISTON, 3" CYLINDER 
| PISTON, BRAKE 

PLANETARY GEAR REDUCER 
PLATE | 


.. | 6701000933 
| 6701000144 
7734000113 


4146900102 
6705006599 
6705009449 
6705010429 
6705010972 
6705012413 
| 6705015980 
6705016306 
9632101301 


9188100747 
6705010598 
4146300040 
4144200080 
4145100590 
| 7258001402 
9632101417 


9632101418 
9926107534 


4144200061 
4144200086 
4144200093 
6705011789 


6705016315 
6705016316 


| 6705009158 
4146900100 
4144200067 
4144200081 
4144200060 
4144200063 
4144200091 
9926102781 
9632100263 
9722101036 
_ | 2145300781 


PLATE - POWER 

PLATE, ADJUSTING 

PLATE, BOTTOM SUPPORT 
PLATE, CENTER FRONT TOP 
PLATE, COUNTERWEIGHT 
PLATE, COVER 

PLATE, DRIVE 

PLATE, END 


PLATE, LEFT HAND FRONT SIDE 
PLATE, LEFT HAND FRONT TOP 
PLATE, LEFT HAND REAR TOP 
PLATE, LIMIT SWITCH 

PLATE, MOUNTING 


PLATE, PUMP MOUNTING 

PLATE, RETAINING 

| PLATE, RIGHT HAND FRONT SIDE 
PLATE, RIGHT HAND FRONT TOP 
| PLATE, RIGHT HAND REAR 
PLATE, RIGHT HAND REAR SIDE 
PLATE, RIGHT HAND REAR TOP 
PLATE, SEAL 

PLATE, SPACER 

PLATE, WAFER 

PLATFORM 
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oes 


29,45 © 


101,109. «o 


257 
103, 111 
150 


| 53 
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Manitowoc Crane Group 


Alphabetical Index Appendix A 


Description | Pat |“ Page || 


PLUG 


POWER BRIDGE ASSEMBLY 


From - PLUG 


9926109018 
7 360000023 


Page A21 


126010139 167 
7709000206 31, 33, 225 
7709000226 31, 33, 223 
7709000239 155 
7709000809 155 
7709000814 225 
9437100659 267 
9632100011 103, 111 
9632101463 103, 111 
9722101044 150, 151 
9722101058 151 
9722101352 151 
9722101750 150 
9880100053 119 
9921602758 260 
9926102726 150 
9926103040 150, 170 
9926106098 261 
9926108449 275 
9926108724 275 
PLUG (SAE #5) 9926102762 259 
PLUG W/O-RING 9437100627 267 
PLUG, 5/16" BUTTON 7242000019 . 239 
{ PLUG, ADJUSTING 9722101050 151 
PLUG, DOT 7709000021 79 
PLUG, END 9926107525 257 
PLUG, MAGNETIC 7709000157 117 
PLUG, ORIFICE 9926106191 255 
PLUG, O-RING 7709000038 49 
PLUG, PIPE 9734100298 99, 107 
9734100327 3, 163 
9734100518 4, 164 
| 9880100015 115 
PLUG, SAE #4 7709000028 283 
PLUG, SAE #6 7709000031 29 
PLUG, SEALING 7689000503 31,33, 69, 85 
PLUG, TUBE END CAP 7709000228 202 
PLYWOOD 6980000017 227 
POPPET 9926104053 259 


261 
35 


To - POWER BRIDGE ASSEMBLY 


Courtesy of CraneMarket.com 


Manitowoc Crane Group — 


Alphabetical Index  AppendxA 
| a” Description : + Part Page é 
POWER PACK ASSEMBLY - 7632000155 249 i 
| PUMP ASSEMBLY _ | 9632101435 270 
PUMP ASSEMBLY - PISTON | 7722000218 140 
| RACE, BEARING 9632100259 103, 111 
| RADIATOR 7726000165 143 
RECEPTACLE, -| 7872000364 231 
.. 7892000095 128 
7892000235 69, 85 
| 7892000236 69, 85 
| 7892000259 69 
| 7892000824 139 
RECEPTACLE, WITH TANG 7892000282 69 
REDUCER, 90 DEGREE ELBOW "| 7406000430 139 
RELAY 7750000071 62, 78 
RELAY BOARD ASSEMBLY - 6750000729 61 
RELAY, 12 VOLT DC _ | 7750000695 67, 77, 79 
| 7750000697 63, 67, 77, 209 
RELAY, HOSTILE ENVIRONMENT 7750000114 140 
REPAIR KIT - ORBIT MOTOR 9632100267 103, 111 
RESISTOR | 7557000031 61 
RESISTOR, 20 OHMS 7557000054 63 
RETAINER 7753000429 128 
9926106094 261 
RING 7753000710 19 
| RING, BACK-UP ‘7754000099 101, 109 
| 7754000100 101, 109 
_ | 7755008609 262 
| 7755014609 261 
7755325609 29, 45 
7755332609 19 
7755334609 29, 45, 185 
7755342609 19, 49 
7755425609 49 
7755429609 123 
9188100199 167 
9188100201 167 
9632101460 103, 111 
9926102751 256 
9926103648 170 
9926105616 259 
9926105617 259 


From - POWER PACK ASSEMBLY - "To - RING, BACK-UP | 


Page A22 


Courtesy of CraneMarket.com 


| Alphabetical Index 


Description 
| RING, BACK-UP 


RING, GUIDE LOCK 
RING, QUAD 
| RING, RETAINING 


RING, ROD WIPER 
RING, SEAL 


RING, SNAP 
RING, WEAR 


RING, WIPER 


RIVET, POP 


ROCKER 
ROD 


ROD ASSEMBLY 


ROLLER 

ROLLER, NEEDLE 

ROTATING GROUP KIT 
ROTATOR ASSEMBLY 


From - RING, BACK-UP 


9926106194 
9926106197 
9926106805 


7753000718 
7155159400 


6753000703 
6753000805 
7153000170 
9632101300 
9722101021 
9722102838 
9734100297 
9734100326 
9734100343 
9734100344 


7153000679 


7794000708 
7194001558 


9926108446 


7753000148 
7753000150 
7753000175 
7753000199 


7794000007 
7794000015 


7760000003 
7160000011 
7160000016 
77160000022 


9352100487 


2143100023 
6/68002039 
6/68002041 
9632101297 
9734100577 


6768002030 
6768003276 
6768003570 


9734100333 
9/34100538 
9632101308 
2145300782 
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[om Ee 


261 
262 
261 


49 
123 


19 

185 

123 

170 
149, 169 
269 

99, 107 
3, 163 
3, 163 
3, 163 


29, 45 
231, 233 
73, 211 
275 


49 

19 
“185 
29, 45 
185 
19 


87 
201 
128, 129, 131 


To - ROTATOR ASSEMBLY | 


Courtesy of CraneMarket.com 


Manitowoc Crane Group — 


Alphabetical Index 


|. De Zipoli. 
SCREW | LE 


SCREW, 7/16" TRUSS HD PHILLIPS 
SCREW, ADJUSTMENT 

SCREW, BLEEDER 

SCREW, FLAT HEAD MACHINE 
SCREW, PAN HEAD MACHINE 


SCREW,SET 
SCREW,TRUSS 
SEAL 


SEAL KIT 
SEAL, 
SEAL, BUFFER 


SEAL, DEEP Z ROD 


SEAL, DUST 


SEAL, SCRAPER 


9188100748 

-| 9258100065 
.| 9352100421 
9352100529 


- | 9511100007 
| 9722101022 


9722101046 
9722101348 
9926102775 


| 9926103482 

| 9258100073 

. | 9632101377 
- | 9188100203 
| 9258100071 


9258100061 


| 9258100064 


9926104055 
9258100069 
7753000536 


4155040000 


7794000519 
7794000524 
7794000605 
7794000608 


41794000622 


7794000684 
9188100492 


| 9632100258 


9734100290 
9734100319 


9752101285 


|. | 9632101459 
| 7794000545 


7794000568 
7794000586 


7194000617 
7794000603 
7794000627 
7794000628 


9632100256 


| 9632101238 
7794000022 
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167 
89 
81 
83 
83 
149, 169 
151, 170 
149, 169 


Page 


256, 257, 258 


257 
89 
269 
167 
89 


89 
89 


259 
89 


123 
103, 111 
187, 189 
185 

49 

19 

49 

29, 45 
167 
103, 111 
99, 107 
3, 163 


259 
103, 111 
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| Alphabetical Index 


Appendix A 


Description Part 
| 9632101311 169 | | 
9632101466 103, 111 


9632101305 169 

9722101027 149 

9722101028 149, 169 
9722101042 
9722101048 
9722101751 
9722101753 
9926104054 
9926109017 


2145900718 
2145900666 
7025000779 


9009100134 
9009100135 
9722101754 


9585100051 


6810001611 
6810001758 
6810001776 
6810001777 
6810001790 
6810001806 
6810001855 
6810001981 
6810003465 
9009100130 
9009100255 
9009100256 
9009100257 
9188100743 
9632101415 
9722101350 
9734100289 
9734100305 
9734100335 
9734100345 
9926108721 


9632101422 
6810001990 
9632100261 
2146900045 


SEAL, SHAFT 
SEAL, WASHER 
SEAT 


SECTION, BOOM MID 
SECTION, FLY 
SENSOR, TILT 

SET SCREW 


SET, KEY 
SHAFT 


167 

269 
149, 169 
99, 107 
99, 107 
3, 163 
3, 163 
275 


269 
91 
103, 111 
9 


SHAFT, DRIVE 
SHAFT, PIVOT 
SHAFT, SPLINE 
SHEAVE 


From - SEAL, SHAFT | To - SHEAVE 


Page A25 


Courtesy of CraneMarket.com 


| Manitowoc Crane Group. 


Alphabetical Index - | AppendxA ——— 


| f ud Description | a | E | 
| GERVE — $ — * i poros poen 
SHEET METAL ASSEMBLY | 2145100035 127 


Page: — | 


SHIM 


SHIM (.0359") 
SHIM (.1196") 
SHIM .0897" 

SHIM .1495" 
SLEEVE 

SOCKET 
SOCKET, 16-14 GA 


SOCKET, RELAY 
SOCKET, VERTICAL 
SOLENOID 
SOLENOID ASSY 


| SPACER 


| SPADE, SPRING 
SPINDLE 
SPOOL 


SPRING 


- | 4146900095 
- | 4146900099 
. | 6705009267 
| | 6705010692 


6705011716 
9632101315 


| | 6705009518 
| | 6705009517 


6705009263 


.. | 6705009516 
_ | 9009100131 

. | 7826000092 
| 7826000087 


| 7826000109 
| 7069000427 


7750000057 
7750000085 
9926106294 


4154200001 


6910010176 


6910010509 
“| 6910016363 
| 7910011575 

| 9722101025 
| 9734100304 
- | 9734100325 
9734100572 
9734100578 - 
9734100700 


| 7892000993. 
| 9734100567. 

.. | 6830000050 
| 9722101047 


9722101056 
9926107931 


9025100005 


9188100741 
9188100742 


69 


225 
69 

181 
218 


143 
261 


93 

19 

49 

185 
61, 78 
149, 169 
99, 107 
3, 163 
3, 163 
3, 163 
99, 107 


211 
3, 163 


123 
151 
150 
256 


217 
167 
167 


31, 33, 69, 85, 155, 223, 


From - SHEAVE — 


Page A26 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


Alphabetical Index 


4 Description 
SPRING 


SPRING, COMPRESSION 


SPRING, DOOR 

SPRING, DOOR RETAINING 
SPRING, GUIDE 

SPRING, RETURN 

STATOR 

STIFFNER, CLAMPING 


STRAP 
STUD 


STUD, BATTERY FEEDER 
SUPPORT 

SUPPORT, POWER TRACK 
SUPPORT, ROTATOR 
SUPPORT, WEAR PAD 


SWING DRIVE ASSEMBLY 
SWITCH - PUSH BUTTON 
SWITCH AND ARM, LIMIT 


From - SPRING 


Appendix A 


| Pat || | Page 
9632101306 169 
9632101421 269 
9632101427 269 
9722101026 149 
9722101040 150 
9722101049 151 
9722101752 150 
9734100342 3, 163 
9926102779 257 
9926104052 259 
9926106296 261 
9926109021 261 
7834000138 101, 109 


7834000183 11 


7834000184 57 
7834000059 129, 131 
9632101428 269 
9872100208 73 


6/05007946 . 101, 109 


9360100057 39 
6705006610 93, 97 
9632101307 170 
6850000199 115, 117 
6865101610 143 
6865184205 161 
7866142140 17, 35 
7866142320 191 
7866152320 191 
7866162200 17, 35 
7866162400 17, 35, 191 
9/34100499 3, 163 
9926108725 279 


7864000188 
6869000574 
2145900806 
2152300023 


6671000248 
6671000249 


2145200028 
7872001496 
7872001401 


To - SWITCH AND ARM, LIMIT 


Page A27 


Courtesy of CraneMarket.com 


TERMINAL, FEMALE 


Manitowoc Crane Group 


7345001444 


Appendix A | 


Alphabetical Index 
| Description | Pat Page — 
SWITCH, BATTERY DISCONNECT . | 7872000719 217 | 
SWITCH, EMERGENCY STOP | 7872001515 77 
SWITCH, IGNITION 7872000551 61 
SWITCH, LIMIT _ | 7872001700 211 
| SWITCH, MICRO | 9352100371 81, 83 
| 9872100233 73 
SWITCH, OIL PRESSURE | 6872001421 143 
SWITCH, PUSH BUTTON | 7872000602 61, 77, 207 
7872001329 77 
SWITCH, SOLENOID 9632101432 269 
SWITCH, TEMPERATURE 7872000664 144 
| SWITCH, TOGGLE 7872000566 61 
| 7872000567 61,77 
7872000568 78 
7872000593 78 
SWIVEL ASSEMBLY - “| 6364001284 121 
| 6364001513 121 
SWIVEL ASSEMBLY, HYDRAULIC - 6364003052 121 
TAB, MALE 7364001326 79 
TANK ASSEMBLY - HYDRAULIC 7880000183 117 
TANK ASSY 7880000209 115 
TEE, FEMALE 7888000120 133, 299 
TEE, RUN | 7888000121 295 
TERMINAL _ | 7345001752 69, 155 
7345001852 69 
7345171406 85 
7345171701 85, 155 
7345171706 85, 233 
_| 7345171901 155 
7345191701 73, 155 
“| 7345191706 233 
| 7345191901 155 
7345191906 12 
| 7845211901 69, 155, 241 
- | 7845212101 69 
7345221701 155 
7345221901 69, 155 
7345231701 156 
7345242101 69 
7892000267 62 


62, 69, 85, 247 


From - SWITCH, BATTERY DISCONNECT _ To - TERMINAL, FEMALE | 


Page A28 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


Alphabetical Index 


Description 
TERMINAL, FEMALE 


7345001744 


7345001944 


Appendix A 


| 7345001743 


155 an 
69, 73, 85, 155, 211, 223 
225, 239, 241, 243, 247 
155, 223, 225 


TERMINAL, MALE 7345001446 85 | 
7345001746 143, 155, 218, 225, 239, 241, 
UE 243 
7345001946 225 
TIE ROD 2144100021 181 
TIE, CABLE 7850000208 62 


TIE, CABLE (NATURAL) 
TIMER 
TIMER, DELAY 


| TIRE - GENERAL 
TONGUE, INSULATED RING 


TUBE 


TUBE, EXHAUST 
TUBE, FLEX EXHAUST 
TURNTABLE 


7850000064 
7298001300 


7298001290 
7298001295 


7900000356 


7345211701 
7345241701 


6910012076 
7910008755 
7910008763 
7910008764 
7910008770 
7910008771 
7910008772 
7910008773 
7910008774 


7910009243 


7910009608 
7910009609 


“7910009610 


7910009611 
7910009650 


7910011358 


7910013160 
7910013874 
7910013875 
7910014136 
7910014137 


| 7910015418 


9926108177 


1910013113 


6910012079 
2145200677 


144 
78 


78 
61 


173, 175, 177, 179 


69, 155, 218, 243 
156 


140 
283 
283 
283 
287 
287 
293 
293 


From - TERMINAL, FEMALE To - TURNTABLE 


Page A29 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


Alphabetical Index _ 


; Description - 
VALVE | 
VALVE ASSEMBLY 


VALVE ASSEMBLY - 
VALVE ASSEMBLY - CONTROL 


VALVE ASSEMBLY - DIRECTIONAL 


VALVE ASSEMBLY - DUAL 
VALVE ASSEMBLY - MANIFOLD 
VALVE ASSEMBLY - PRESSURE 
VALVE ASSY - SHUTTLE 

| VALVE ASSY, SOLENOID 
VALVE, 150 PSI CHECK 

VALVE, CARTRIDGE 


VALVE, CHECK 


| VALVE, CONTROL 

VALVE, NEEDLE 

VALVE, RELIEF 

VALVE, RELIEF - 2700 PSI 
VALVE,HOLDING 3/8 X 1/2 W/PILO 
VALVE,RELIEF 

VOLTMETER 

WASHER 


| 9722101041 
| 7926001339 
| 9926103500 


9926103502 
9926104088 
9926105614 
9926109093 


| 7926003136 


7926001981 


- | 9926110519 


7926001362 
7926003166 


| | 7926002028 


9926102761 


| 9926106751 
| 9926108885 


9926102772 


- | 9926102773 
9926103446 
| 9926109007 


7926000996 
7926001227 
7926001246 
| 9926105619 
| 9926109010 


9926103501 
9926108883 


9926108629 
9926109014 


_ | 7926000154 
| 9926109008 
| 7486001811 
_ | 6949000152 


| 6949000369 
| 7949000615 


9009100144 
9176100524 
9352100246 
9632100052 


| 9632101420 


Appendix Á ua 


150 
94, 97 
255 
255 
259 
259 
258 


273 

273 

260 

12 

249 

273 

260 

256, 258 
260 


255 
255 
105, 113 
255 


283 
143 
115 
259 
259 


255 
260 
2/5 
260 
19 

255 
61 


144 

93 

73 

23 

77 

81 

103, 111 
269 


To - WASHER | 


Page —- > 


a. 


From - VALVE 


Page A30 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


| Alphabetical Index 


Description 
WASHER 


WASHER 9/16” 1.D. 
WASHER, 1/2" 1.D. 


WASHER, 3/4” 1.D. 
WASHER, 3/8" 1.D. 
WASHER, 5/16" 1.D. 

| WASHER, 5/8" 1.D. 
WASHER, HARDENED 
WASHER, HARDENED ROUND 
WASHER, THRUST 


WINDOW 
| WRAP, HOSE 


9734100341 
9734100571 
9/34100574 
9926106297 


7949000362 
7949000235 


7949000236 
7949000377 
7949001135 
7949000259 
7949000263 
7949000534 


9734100314 
9734100348 
9734100364 
9734100537 


9258100060 
8594000027 


7308000013 
7308000042 


9722101031 


Appendix A 


[part | Page 


3, 163 
3, 163 
3, 163 
261 


91, 93, 97 


11, 21, 47, 93, 97, 139, 


142, 161 

11, 161, 187, 189 
101, 109, 141 

73 

21, 93, 159 

9, 53 

11, 73, 140, 141 


99, 107 
3, 163 

99, 107 
99, 107 


89 
201 


121 
143 
149 


From - WASHER SEEM To - YOKE 
Page A31 


Courtesy of CraneMarket.com 


| Manitowoc Crane Group — 


Notes 


Page A32 


Courtesy of CraneMarket.com 


Part 
126010139 
2132600650 
2139300003 
2143100015 
2143100016 
2143100017 
2143100018 
2143100023 
2144100018 
2144100019 
2144100021 
2144100035 
2144200052 
2144800006 
| 2144800077 
2145100035 
| 2145100784 
"2145200028 
| 2145200677 
2145300781 
2145300782 
2145800001 
2145800002 
2145800010 
2145800780 
2145900666 
2145900716 
2145900718 
2145900806 
2146200010 
2146800009 
2146800010 
2146800016 
2146900045 
2152300023 
42154200006 


From - 126010139 


Manitowoc Crane Group 


| Numerical Index Appendix B 


PLUG 

110VAC OUTLET ASSEMBLY 
MOUNT, WORK PLATFORM 
LINK, STEERING 

LINK, STEERING 

HUB ASSEMBLY - 

HUB ASSEMBLY - 

ROD 

LUG 

LUG 

TIE ROD 

PIN 

DOOR ASSEMBLY - RIGHT HAND 
HINGE, MALE 

HINGE, MALE 

SHEET METAL ASSEMBLY 
MOTOR AND HUB ASSEMBLY 
SWING DRIVE ASSEMBLY 
TURNTABLE 

PLATFORM 

ROTATOR ASSEMBLY 
MOUNT | 
MOUNT, LEFT HAND 
FRAME, ENGINE 
MOUNT,RH 

SECTION, FLY 

BASE SECTION - BOOM 
SECTION, BOOM MID 
SUPPORT, POWER TRACK 
PIN, LOCK 7 
DOOR, RIGHT HAND REAR 
DOOR, LEFT HAND REAR 
DOOR ASSEMBLY 

SHEAVE 

SUPPORT, ROTATOR 


| DOOR ASSEMBLY - LEFT HAND . 


Page B1 


167 


159 


To - 2154200006 


| Description | Page | 


Courtesy of CraneMarket.com 


| Numerical Index 


220003504 


4139200047 
4143900026 
4143900027 
4144200057 
4144200058 
4144200059 
4144200060 
4144200061 
4144200062 
4144200063 
4144200067 
4144200068 
4144200069 
4144200070 
4144200075 
4144200076 
4144200077 
4144200078 
4144200079 
4144200080 
4144200081 
4144200083 
4144200084 
4144200086 
4144200091 
4144200093 
4144800031 
4144800033 
4145100590 
4145900012 

4145900043 

| 4145900044 

4146200026 

4146200031 

4146300040 


From - 220003504 xi; 


Manitowoc Crane Group . 


Description | ; | 


BREAKER, 15 AMP CIRCUIT 
| ANGLE da 


PAD, WEAR 


PAD, WEAR - ROLLER 


PANEL, LEFT HAND REAR SIDE 
PANEL, RIGHT HAND REAR SIDE 
PANEL, LEFT HAND REAR 

PLATE, RIGHT HAND REAR 
PLATE, LEFT HAND FRONT SIDE 
PANEL, LEFT HAND REAR SIDE 
PLATE, RIGHT HAND REAR SIDE 
PLATE, RIGHT HAND FRONT SIDE 
PANEL, LOWER FRONT | 
PANEL, LEFT HAND FRONT CORNER 
PANEL, RIGHT HAND FRONT CORNER 
METAL, FRONT EXPANDED 
METAL, LEFT HAND EXPANDED 
METAL, RIGHT HAND EXPANDED 
PANEL, LEFT HAND SIDE 

PANEL, RIGHT HAND SIDE 

PLATE, CENTER FRONT TOP 
PLATE, RIGHT HAND FRONT TOP 
PANEL, LEFT HAND END 

PANEL, RIGHT HAND END 

PLATE, LEFT HAND FRONT TOP 
PLATE, RIGHT HAND REAR TOP 
PLATE, LEFT HAND REAR TOP 
HINGE, BLOCK 
LATCH RE ER 
PLATE, COUNTERWEIGHT 
GUIDE, SUPPORT 

COVER, CENTER 

BRACKET, SUPPORT 

GASKET 

BRACKET, MOUNTING = 
PLATE, BOTTOM SUPPORT . . 


To - 4146300040 


Page B2 


235 


227 
10 

36 

127 
127 
127 
127 
127 
127 
127 
127 
127 
127 
127 
127 
127 
127 
127 
128 
127 
127 
127 
127 
127 
127 
127 


Page 


127, 128, 129, 131 


128 
193 
35 
35 


| 35 


231 
61 
21 


Courtesy of CraneMarket.com 


1 6246001554 


Numerical Index 


Manitowoc Crane Group © 


Appendix B- 


Part 

| 4146800055 COVER | 129, 131 GR 
4146800063 COVER 128 

| 4146900003 PAD, WEAR 9 
4146900006 PAD, WEAR 9 
4146900009 PAD, WEAR 35 
4146900055 BAR, RETAINING 9 
4146900095 SHIM 9 
4146900099 SHIM 9 
4146900100 PLATE, RETAINING 11 
4146900102 PLATE 13 
4146900122 COVER, REAR BOOM 41 

| 4146900123 PAD, WEAR - TAPERED ROLLER 10 
4149900019 PAD, WEAR 10 
4149900021 COVER, REAR 35 
4154200001 - SPACER 93 
6013000459 EXTENSION, STRAIN RELIEF 31, 33 

| 6033001047 ARM, ACTUATOR 211 

6059000204 BAR, RETAINING 9 

| 6059000205 BAR, RETAINING 9 
6059000213 BAR, FLAT 21 
6176002411 CONTROL BOX - LOWER 65 
6176002788 CONTROL BOX ASSEMBLY - 73 
6176002827 CONTROL BOX ASSEMBLY - LOWER 61 
6184001458 BRACKET, SUPPORT 249 
6184001563 BRACKET, SOLENOID 143 
6184001580 BRACKET 143 
6184001628 BRACKET 144 
6184002621 BRACKET 217 
6188000107 | BRAKE ASSEMBLY 93, 97 
6199001424 BUSHING | 29, 45 
6199001443 BUSHING | 49 
6199001674 BUSHING, SPACER 10 
6200080829 BUSHING | 10 
6246001191 | CABLE ASSEMBLY - BOOM 12 
6246001353 LANYARD 143 

CABLE, 110 VAC POWER 233 


From - 4146800055 To - 6246001554 


Page B3 


Courtesy of CraneMarket.com 


. Manitowoc Crane Group — 


Numerical Index 


From 


- 6246001555 


Page B4 


To - 6372004779 


6246001555 | CABLE, 110 VAC POWER - : 233 > 
6246001619 CABLE ASSEMBLY - BOOM 12 
6246002252 CABLE, BATTERY (RED) 217 
6246002540 CABLE, BATTERY 219 
6246002572 CABLE ASSEMBLY - STROBE LIGHT 239 
6246002573 CABLE ASSEMBLY - STROBE LIGHT 239 
6246002697 CABLE, FOOTSWITCH 73 
6246002708 CABLE, BATTERY 217 
6246002754 CABLE ASSY - 110 VAC POWER 12 
6246002784 CABLE, BATTERY 217 
6246002787 CABLE, BATTERY 217 
6246002836 CABLE, BATTERY - 144 
6246002838 CABLE, BATTERY 144 
6258000376 CAP, END 93, 97 
6258001571 COVER, LOWER CONTROL BOX 65 
6274000063 CASE | 123 
6286000716 CHAIN ASSEMBLY 9 
6300000068 CLAMP, HOSE 195 
6300000282 CLAMP 35 
6340000523 CAPACITOR ASSEMBLY 245 
6356000179 DIODE iMd 62, 78 
6364001284 SWIVEL ASSEMBLY Js 121 
6364001513 SWIVEL ASSEMBLY - 121 
6364003052 SWIVEL ASSEMBLY, HYDRAULIC - 121 
6372001332 HEAD 101, 109 
6372002595 HEAD, CYLINDER 185 
6372002630 HEAD, CYLINDER 19 
6372002810 CYLINDER ASSEMBLY - LIFT 47 
6372002811 BARREL, CYLINDER 49 

| 6372002813 HEAD, CYLINDER 49 
6372002817 CYLINDER ASSEMBLY - 4" 9 

| 6372002818 BARREL, CYLINDER 19 
6372002828 BARREL, CYLINDER 185 
6372004392 HEAD, CYLINDER | 29, 45 
6372004395 BARREL, CYLINDER 29 
6372004779 | CYLINDER ASSEMBLY - 3" 12 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


Numerical Index Appendix B © | 


Part 


6372004781 CYLINDER ASSEMBLY - 
6372004782 | | BARREL, CYLINDER 
6372005805 CYLINDER ASSEMBLY - 
6443000723 CONNECTOR, MALE 
6443000861 — ADAPTER, 90 DEGREE 
6490000083 PINION 
6511000049 HANDLE 
6512001903 HARNESS ASSEMBLY - 
6512001981 HARNESS ASSEMBLY 
6512001983 HARNESS ASSEMBLY 
6512002038 | | HARNESS ASSEMBLY - ENGINE 
6512002305 HARNESS ASSEMBLY - UPPER 
6519000145 HINGE 
6543002069 HOSE ASSY 
6547000133 HOUSING, CYLINDER 
6547000134 HOUSING, BRAKE 

| 6637011005 MOULDING - USE 9794100030 

‘6650040090 NIPPLE, PIPE 


| 6659000226 NUT 

6671000236 PAD, WEAR 
6671000244 PAD, WEAR - BASE 
6671000245 PAD, WEAR - MID 
6671000246 PAD, WEAR 
6671000247 PAD, "L" WEAR 
6671000248 SUPPORT, WEAR PAD 
6671000249 SUPPORT, WEAR PAD 
6671000257 - | PAD, "L" WEAR 
6689000556 | PIN 

6689000557 PIN 

6689000560 PIN 

6689000694 PIN 

6689000841 PIN 

6689000842 | PIN 

6689000843 PIN 

6701000144 PISTON, BRAKE 

1 6701000294 PISTON 


From - 6372004781 | a. To - 6701000294 


Page B5 


Courtesy of CraneMarket.com 


Numerical Index 


6701000296 


6701000933 
6705006599 
6705006610 
6705007946 
6705009158 


6705009263 


6705009267 
6705009449 
6705009516 
6705009517 
6705009518 
6705010429 
6705010598 
6705010692 
6705010972 
6705011716 
6705011789 
6705012413 
6705015980 
6705016306 
6705016315 
6705016316 
6718001131 
6750000729 

| 6753000703 
6753000805 
6768002030 
6768002039 
6768002041 
6768003276 
6768003570 
6794001555 
6810001611 
6810001758 
6810001776 


Manitowoc Crane Group 


Description > 


PISTON S 
PISTON, 3" CYLINDER 


PLATE 
STOP 
STATOR 


PLATE, PUMP MOUNTING 


SHIM .0897” 
SHIM 

PLATE 

SHIM .1495” 

SHIM (.1196”) 

SHIM (.0359") 

PLATE 

PLATE, ADJUSTING 
SHIM 

PLATE 

SHIM : 
PLATE, LIMIT SWITCH 
PLATE 

PLATE 

PLATE 

PLATE, MOUNTING 
PLATE, MOUNTING 
SHEAVE 


RELAY BOARD ASSEMBLY - - 


RING, RETAINING 
RING, RETAINING 
ROD ASSEMBLY 
ROD 

ROD 

ROD ASSEMBLY 
ROD ASSEMBLY 
GASKET 

SHAFT 

SHAFT 

SHAFT 


Appendix B 
Page 
= ae 
29, 45 
11 
93, 97 


101, 109 
140 


From - 6701000296 — = To-6810001776 | 


Page B6 
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Manitowoc Crane Group 


| Numerical Index Appendix B | 


From - 6810001777 


4 7069000277 


Page B7 


Part 


| 6810001777 SHAFT 9 
6810001790 SHAFT 53 
6810001806 SHAFT 47 
6810001855 SHAFT 47 
6810001981 SHAFT 53 
6810001990 SHAFT, PIVOT 51 
6810002782 PIN 9 
6810003465 SHAFT 43 
6830000050 SPOOL 123 
6850000199 STRAP 115, 117 
6865101610 STUD 143 
6865184205 STUD 161 
6869000574 SUPPORT 35 
6872000724 CIRCUIT BREAKER ASSEMBLY 233 
6872001421 SWITCH, OIL PRESSURE 143 
6872001701 LIMIT SWITCH ASSEMBLY 209 

[6910010176 SPACER 19 

16910010509 SPACER 49 

| 6910012076 TUBE 140 
6910012079 TUBE, FLEX EXHAUST 140 
6910016363 SPACER 185 
6949000152 WASHER 144 
6949000369 WASHER 93 
6980000017 PLYWOOD 227 
7005000543 ACCUMULATOR 283 
7009000042 ACTUATOR ASSEMBLY - ROTARY 21 
7013000538 ADAPTER | 143 
7025000237 BUZZER, ALARM 77 
7025000240 ALARM, DUAL FUNCTION 217 
7025000779 SENSOR, TILT 217 
7025000792 HORN 218 
7033000356 ARM, ACTUATOR 211 
7056000081 BAND, MOUNTING 139 
7059000292 BAR, BUS 61 
7064000034 BATTERY, 12 VOLT 227 

BEARING 101, 109 


To - 7069000277 


Courtesy of CraneMarket.com 


Numerical Index | 


| 7069000345 


7069000358 
| 7069000359 
7069000369 
| 7069000427 
7069001092 
7086000934 
7086001078 
7086001082 
7099000137 
7099000469 
7101100410 
7101100411 
7105181050 
7110100611 
7110101005 
7110140623 
7110141023 
7110150818 
7110152005 
7110152405 
7110161018 
| 7110180823 
7110181005 
7110261806 
| 7111060311 
| 7111060410 
7111060511 
7111060610 
| 7111080311 
7111082011 
7111100510 
7111100511 
7111100610 
7111100615 
7111100807 


From - 7069000345 - 


Manitowoc Crane Group | 


BEARING - 


CONE, BEARING 


CONE, BEARING 
BEARING 


SOCKET, VERTICAL 


BEARING 

BLOCK, TERMINAL 
BLOCK, TERMINAL 
HOLDER, FUSE 
INSERT 

CAP SCREW 
SCREW, MACHINE 
SCREW, MACHINE 
CAP SCREW 


SCREW, MACHINE 


CAP SCREW 
CAP SCREW 
CAP SCREW 
CAP SCREW 
CAP SCREW 
CAP SCREW 
CAP SCREW 
CAP SCREW 
CAP SCREW 


SCREW, SHOULDER 


SCREW, MACHINE 
SCREW, MACHINE 
SCREW, MACHINE 


SCREW, MACHINE — 


SCREW, MACHINE 
SCREW, MACHINE 
SCREW, MACHINE 
SCREW, MACHINE 
SCREW, MACHINE 
SCREW, MACHINE 
SCREW, MACHINE 


Description | 


- Appendix B. 


Ea 7 


78 
218 
123 
187, 189 
65 
115 
142 
77 
260 
11 
10, 35 
127 
11 

12 

35 

10 
93, 97 
181 
62 

61 
235 
231 
62 
202 
129, 131, 218 - 


| 129 
| 57 


139 
218 


To - 7111100807 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


| Numerical Index Appendix B 


Part 


7111101211 SCREW, MACHINE 


17115181050 


From - 7111101211 | 


62 

| 7111101610 SCREW, MACHINE 218 
7111102810 SCREW 209 
7111160607 SCREW, MACHINE 93, 97 
7112152050 5/16" - 18 N.C. X 2 1/2" 94 
7112160550 BOLT, HEX 249 
7112160750 USE 7115160750 CAP SCREW 249 
7112161050 REPLACED BY 7115161050 249 
7115140650 CAP SCREW 21, 57, 142, 217, 231 
7115140850 CAP SCREW 62, 142, 218, 231, 239 
7115141250 CAP SCREW 73 
7115141650 CAP SCREW 57 
7115141850 CAP SCREW 
7115142450 CAP SCREW 53 
7115142650 CAP SCREW 
7115142850 CAP SCREW 
7115144050 CAP SCREW 

7115150450 CAP SCREW 

{ 7115150550 CAP SCREW 
7115150850 CAP SCREW 73 

| 7115151050 CAP SCREW 
7115151250 CAP SCREW 35 
7115151450 CAP SCREW 12 
7115152050 CAP SCREW 97 
7115160650 CAP SCREW 181 
7115160750 CAP SCREW 10 
7115160850 CAP SCREW 43, 128 
7115161050 CAP SCREW 141 
7115161250 CAP SCREW 144, 218 
7115161650 CAP SCREW 121 
7115161850 CAP SCREW 249 
7115162050 CAP SCREW 10, 101, 109 
7115162450 CAP SCREW 53, 93, 97 
7115172450 CAP SCREW 141 
7115180850 CAP SCREW 10 

CAP SCREW 10, 47, 141 


Page B9 


To - 7115181050 


Courtesy of CraneMarket.com 


Manitowoc Crane Group | 


Appendix B le 


Numerical Index 
| Description | Page .. 

7115181250 CAP SCREW | 181, 273 
7115181650 "CAP SCREW 21 

| 7115182050 CAP SCREW | 139 
7115182650 CAP SCREW 193 
7115183050 CAP SCREW 93, 97 
7115183650 CAP SCREW | 10 
7115191850 CAP SCREW 93, 97 
7115202050 CAP SCREW 181 
7115204450 CAP SCREW 51 
7118140850 CAP SCREW 139 
7118201650 CAP SCREW 21, 159 
7118201850 CAP SCREW 21 
7118202450 CAPSCREW N^ 93 
7126150950 CAP SCREW, M6 X 14MM HEX HEAD 143 
7126171253 CAP SCREW, M8 X 25MM HEX HEAD 143 
7127221850 HHCS M14x55 -10.9 ISO 4014  . 91 

| 7172000011 BOOT, TOGGLE SWITCH 62, 77 
7172000016 INSULATOR, BATTERY 144, 218 
7172000025 BOOT, PUSH BUTTON SWITCH 62, 77, 207 
7172000029 BOOT, RUBBER | 155, 218 
7172000544 BOOT, BLACK 78 
7176002052 BOX, ELECTRICAL 233 
7176002318 | BOX, ELECTRICAL ; | 281 
7176002602 BOX, UPPER CONTROL | 77 
7184000449 | BRACKET, ANCHOR a 128 
7184000450 BRACKET, HOOD I 129 
7184001253 BRACKET EU 61 
7184001787 BRACKET nig unm] 140 
7184001788 BRACKET now] 140 
7188000095 DISC, BRAKE 101, 109 
7188000702 BRAKE ASSEMBLY 161 
7195000031 BUMPER, RUBBER 128 
7195000038 BUMPER, RUBBER 201 
7199000993 BUSHING 49 
7199001037 BUSHING 49 
7199001138 BUSHING 189 


From - 7115181250 _ To-7199001138 . 


Page B10 


Courtesy of CraneMarket.com 


Part 
7199001374 
7199001532 
7199001719 
7199001965 
7199002074 
7242000005 
7242000012 
7242000019 
| 7246001106 
7246001320 
7258000668 
7258000856 
7258000857 
7258001402 
7258001641 
7298001290 
7298001295 
‘7298001300 
17300000013 
7300000040 
7300000094 
7300000101 
7300000102 
7300000104 
7300000121 
7300000155 
7300000167 
7300000184 
7300000242 
7300000429 
7300000431 
7300000455 
7300000456 
7304000082 
7308000013 
17308000042 


From - 7199001374 


Numerical Index 


_ Manitowoc Crane Group 


BUSHING 

BUSHING, BRONZE 

BUSHING 

BUSHING 

BUSHING 

BUTTON, PLUG 

BUTTON, PLUG 

PLUG, 5/16" BUTTON 

CABLE, MULTI-CONDUCTOR 
CABLE ASSEMBLY 

CAP, HUB 

COVER, VERTICAL PROTECTIVE 
COVER 

PLATE, COVER 

COVER ASSEMBLY - HOSTILE 
TIMER, DELAY 


| TIMER, DELAY 


TIMER 
CLAMP, HOSE 

CLAMP, HOSE 

CLAMP, MUFFLER 
CLAMP, TUBING 
CLAMP, TUBING 
CLAMP, TUBING 
CLAMP, HOSE 

CLAMP, HOSE 

CLAMP, HOSE 

CLAMP, MUFFLER 
CLAMP, TUBING 
CLAMP, STRAIN RELIEF 


| CLAMP, MUFFLER 


CLAMP 

CLAMP 

CLEANER ASSEMBLY - AIR 
YOKE 

YOKE 
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| 79 


Appendix B 


53 
182 
17 
239 
191 
62, 78 
61, 77 
239 
211 
11 
189 
233 
235 
231 
87 
78 
61 
78 
141 
144 
140 
73 
231 
140 
139 
139 
143 
249 
218 
155, 223, 225 
140 
79 


139 
121 
143 


To - 7308000042 


Courtesy of CraneMarket.com 


Numerical Index. 


| 7312000095. 


| 7340000005 
7345001444 


| 7345001446 
7345001743 
7345001744 


7345001746 


7345001752 
7345001852 
7345001944 
7345001946 
7345171406 
7345171701 
7345171706 
7345171901 
7345191701 
7345191706 
7345191901 
7345191906 
7345211701 
7345211901 
7345212101 
| 7345221701 
7345221901 
| 7345231701 
7345241701 
7345242101 
7348000653 
7352000936 
7352000937 
7360000023 
7364000582 
7364001306 
7364001326 


From - 7312000095 - 


| CLIP, PIN 


CAPACITOR 
TERMINAL, FEMALE 
TERMINAL, MALE 
TERMINAL, FEMALE 
TERMINAL, FEMALE 


TERMINAL, MALE 


TERMINAL 
TERMINAL 


TERMINAL, FEMALE .. 


TERMINAL, MALE 
TERMINAL 
TERMINAL 
TERMINAL 
TERMINAL 
TERMINAL 
TERMINAL 
TERMINAL 
TERMINAL 


Description > | 


TONGUE, INSULATED RING | 


TERMINAL 
TERMINAL 


| TERMINAL 


TERMINAL 
TERMINAL 


TONGUE, INSULATED RING | 


TERMINAL 
BOX, MANUAL 


CONTROLLER ASSEMBLY - 
CONTROLLER ASSEMBLY 
POWER BRIDGE ASSEMBLY 


COUPLING 
CONNECTOR, MALE 
TAB, MALE 
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. Manitowoc Crane Group — 


n° Appendix B 


Pie 


35.121, 129- «m 
247 ; 
62, 69, 85, 247 
85 à 
155 AES 
69, 73, 85, 155,211, 223, © 
225, 239, 241, 243, 247 
143, 155, 218, 225, 239, 241, 
s hee e 
69, 155 
69 
155, 223, 225 
225 
85 
85, 155 
85, 233 
155 
73, 155 
233 
155 
12 
69, 155, 218, 243 
69, 155, 241 
69 
155 
69, 155 
156 
156 
69 
201 
| 77 
77 
35 
143 
| 233 
79 


= To-7364001326 


Courtesy of CraneMarket.com 


Part 
7364001359 
7364001524 
| 7364001531 
7364001710 
7364001744 
7364001845 
7364002396 
7376001115 
7376001117 
7376001119 
7376001124 
7376001125 
7376001196 
7376001204 
7376001205 
7376002011 
| 7376002012 
‘ 7376002053 
| 7376002056 
7376002243 
7376002244 
7376003628 
7376003766 
7376003981 
7376004508 
7376006672 
7376007034 
7376007123 
7376007236 
7376007237 
7376007246 
7376007247 
7376007248 
7376007251 
7376007485 
4 7376007486 


From - 7364001359 


| DECAL - CAUTION ENGINE 


. Manitowoc Crane Group 


Numerical Index Appendix B- 


CONNECTOR, STRAIN RELIEF 
CONNECTOR, STRAIN RELIEF 
CONNECTOR, STRAIN RELIEF 
CONNECTOR 

CONNECTOR, STRAIN RELIEF 
CONNECTOR, STRAIN RELIEF 
CONNECTOR 

DECAL - IDENTIFICATION 
DECAL - IDENTIFICATION 
DECAL - HYDRAULIC 
DECAL - DIESEL FUEL 
DECAL - GASOLINE 

DECAL - LOWER OVERRIDE CONTROLS 
DECAL - PNEUMATIC AIR 
DECAL - 110 VOLT (AC) 
DECAL - TIRE INFLATION 
DECAL - TIRE INFLATION 
DECAL - INSTRUCTIONAL 
DECAL - INSTRUCTIONAL 
DECAL - FRONT 
DECAL - REAR 
DECAL - PATENT 
DECAL - MANUAL BOX 
DECAL - COMPLIANCE 
DECAL - MANUAL BOX 
DECAL - GROVE WORLDWIDE LOGO 
DECAL - UPPER CONTROL BOX 
DECAL - CAPACITY - 500LBS 
DECAL - HYDRAULIC OIL 
DECAL - DIESEL 

DECAL - DANGER RADIATOR 
DECAL - CAUTION COOLANT 
DECAL - DANGER FAN BLADE 
DECAL - NO STEP 

DECAL - CAUTION TESTING 


To - 7376007486 
Page B13 


Courtesy of CraneMarket.com 


Numerical Index 


7376007487 
7376007488 
7376007489 
7376007490 
7376007491 
7376007492 
7376007493 
| 7376007495 
7376007497 
7376007498 
7376007501 
7376007521 
7376007524 
7376007662 
7376007969 
7376007976 
7376007986 
7376007999 
7376008010 
7376008079 
7376008237 
7376008517 
7376008845 
7376008933 
7376009266 
7376009452 
7376009655 
7376009659 
7376009660 
7376009674 
7376009700 
7376009731 
7376009964 
| 7376010050 
| 7376010286 


7406000430 


From 


- 7376007487 


"Disco |= 
DECAL - CAUTION GROUND 


DECAL - DANGER FOAM FILLED | 
DECAL - DANGER OPERATING | 


DECAL - DANGER PROPER 
DECAL - DANGER QUALIFIED 
DECAL - DANGER CRUSHING 
DECAL - DANGER OVERHEAD 
DECAL - DANGER ELECTRICAL 
DECAL - DANGER POT HOLES 
DECAL - LIQUID WITHDRAWAL 
DECAL - SELF-LEVELING - 
DECAL - DANGER LP GAS 
DECAL - LUBRICATION - 
DECAL-GASFUEL |. 
DECAL - GROVE MANLIFT LOGO 
DECAL - STRIPING | 

DECAL - LOWER CONTROL BOX 
DECAL - STRIPING . 
DECAL - LIFT/TIEDOWN 

DECAL - TURNTABLE BEARING 
DECAL - BATTERY DISCONNECT 
DECAL - MZ66B 

DECAL - CORPORATE LOGO 
DECAL - NAMEPLATE - MZ66B 
DECAL - DANGER FALLING 
NAMEPLATE - MZ66B - 500LBS 
DECAL - CONTROLLERS 
DECAL - UPPER CONTROL BOX 
DECAL - UPPER CONTROL BOX. 
DECAL - ARROW 
DECAL - OPERATING = 
DECAL - UPPER CONTROL BOX 
NAMEPLATE - MZ66B - 500LBS 
DECAL - LOWER CONTROL BOX 
NAMEPLATE - MZ66B - ‘ 
REDUCER, 90 DEGREE ELBOW . 
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203 
202 
202 
202 
202 
202 
202 
202 
202 
204 
203 
203 
205 
204 
201 
201 
204 
202 
204 
205 
205 
201 
201 
201 
202 
201 
77 
77 
77 
201 
203 
204 
| 201 
61 
| 201 
| 139 


gan er 


To - 7406000430 


Courtesy of CraneMarket.com 


Numerical Index 


Manitowoc Crane Group 


| 7445080823 


Appendix B 


Part _ 
7429000018 FASTENER, SCREW 128 | 
7437000104 FILTER, FUEL 139 
7437000112 FILTER ASSEMBLY - 249 
7437000740 FILTER ASSEMBLY - 249 
7440000000 FITTING, 1/8 STRAIGHT GREASE IB. 29, 43, 45, 51, 
7440000400 FITTING, 90 DEGREE GREASE 49, 181 
7440090000 FITTING, GREASE 43 
7443990244 CONNECTOR, MALE 144 
744401001 1 PLUG, PIPE 53 
7444030031 PLUG, PIPE 143 
7444040250 REDUCER, BUSHING 115 
7445040219 ADAPTER, STRAIGHT 283 

| 7445040418 NUT, CAP 284 
7445040420 ELBOW, 90 DEGREE 293 
7445040443 ADAPTER, STRAIGHT 29, 121, 249 
7445040445 ELBOW, 90 DEGREE MALE 283, 293 

© 7445040447 TEE 142 

{ 7445040448 TEE 284 
7445040645 ELBOW, 90 DEGREE MALE 283 
7445060450 BUSHING, REDUCER 144 
7445060618 NUT, CAP 283, 299 
7445060619 ADAPTER, STRAIGHT 283 
7445060631 ELBOW, 90 DEGREE 12 
7445060643 ADAPTER, STRAIGHT 13, 121, 133, 249, 287 
7445060644 CONNECTOR 287 
7445060645 ELBOW, 90 DEGREE 287 
7445060655 TEE | 144 
7445060672 ELBOW, 90 DEGREE MALE 287 
7445060843 ADAPTER, STRAIGHT 293 
7445060845 ELBOW, 90 DEGREE 295 
7445061043 ADAPTER, STRAIGHT 142, 293 
7445080404 ELBOW, 90 DEGREE 139 
7445080639 ADAPTER, REDUCING 295 
7445080818 NUT, CAP 283, 295, 299 

CONNECTOR | 295 


From - 7429000018 To -7445080823 
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Courtesy of CraneMarket.com 


Numerical Indek 


7445080834 


7445080842 
1 7445080843 
7445080845 
7445080872 
7445081043 
7445121043 
7445121243 
7445161220 
7445161620 
7445161643 
| 7445161645 
7445242419 
7445242443 
7447040401 
7447040403 
7447040411 
7447040601 
7447040603 
7447040608 
7447080603 
7447080805 
7447080811 
7447081001 
7447081003 
7447081601 
7447121201 
7447121203 
7447121208 
7447121233 
| 7447121601 
7447161603 
7447161640 
7450000919 


7482000008 


7482000040 


pur - 


Manitowoc Crane Group 


NUT, SHORT 
ADAPTER, STRAIGHT 
ELBOW, 90 DEGREE 
ELBOW, 90 DEGREE 
ADAPTER, STRAIGHT 


ADAPTER, STRAIGHT MALE 
ADAPTER, STRAIGHT MALE 


ELBOW, 90 DEGREE 
ELBOW, 90 DEGREE 
ADAPTER, STRAIGHT 
ELBOW, 90 DEGREE 
CONNECTOR, MALE 
ADAPTER 

ADAPTER, STRAIGHT 
ELBOW, 90 DEGREE 
TEE, UNION 
ADAPTER, STRAIGHT 
FITTING, 90 DEGREE 


ELBOW, 45 DEGREE MALE - 
ELBOW, 90 DEGREE | 


TEE, RUN 
TEE, UNION d 


ADAPTER, STRAIGHT MALE . -. 


ELBOW, 90 DEGREE 
ADAPTER, STRAIGHT 
ADAPTER, STRAIGHT MALE 
ELBOW, 90 DEGREE 


ELBOW, 45 DEGREE MALE — 


ELBOW, 90 DEGREE 
ADAPTER, STRAIGHT 


ELBOW, 90 DEGREE MALE 


ADAPTER, STRAIGHT 
FLANGE 

FUSE 

FUSE, 200 AMP 


Description — 


AppendxB 


283, 299 
295 

121 
249, 297 
299 
295, 297 
299 

121 

283 

283 

283 
142, 283 
283 

142 

13 

161, 289 
290 

12, 290 
12 

289 

289 

290 

290 

289 
161, 289 
161, 290 
290 

289 

289 

290 

289 
| 142 
142 
| 140 
217 
| 218 


Page  — 


From - 7445080834 . To-7482000040 
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Manitowoc Crane Group 


Numerical Index Appendix B sa 


Pan 


“7993040203 


From - 7486000628  . 


7486000628 GAUGE, OIL LEVEL 
7486001230 GAUGE, FUEL 
7486001231 INDICATOR, SERVICE 
7486001811 VOLTMETER 
7486002606 HOURMETER 
7502000007 ACTUATOR, GOVERNOR 
7502000513 GOVERNOR, ELECT CONTROLLER 
7506000001 GROMMET 
7506000006 GROMMET 
7506000019 GROMMET 
7511000017 HANDLE, INSIDE LEFT HAND 
7511001113 KIT, LOCKOUT LEVER 
7535000058 HOOD, AIR INLET 
7539000049 HOOK, RUBBER 
7539000641 LATCH, SOFT 
7543001234 HOSE ASSY 

| 7543001662 HOSE ASSEMBLY, TWIN LINE 

7543001831 HOSE, LOWER RADIATOR 

| 7543001832 HOSE, UPPER RADIATOR 
7548000640 HUB 
7550102620 HOSE ASSY 
7550102821 HOSE ASSY 
7550104220 HOSE ASSY 
7550202421 HOSE ASSY 
7550204021 HOSE ASSY 
7550205720 HOSE ASSY 
7550206020 HOSE ASSY 
7550206821 HOSE ASSY 
7550307220 HOSE ASSY 
7550603160 HOSE ASSY 
7552021205 HOSE ASSY 
7552762205 HOSE ASSEMBLY 1/4" I.D. 
7553033542 HOSE ASSY 
7553036422 HOSE ASSY 
7553039422 HOSE ASSY 

HOSE ASSY 
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Courtesy of CraneMarket.com 


Numerical Index 


7553041422 


7553041542 
| 7553074542 
7555101260 
7555102800 
| 7555103600 
7555104700 
7555107400 
7555302500 
7555304201 
7555304860 
7555306000 
7555306060 
7555501864 
| 7555505860 
7557000031 
7557000046 
7557000054 
7557000073 
7581000052 
7581000370 
7581001122 
7581001123 
7581001124 
7585000095 
7585000155 
7632000082 
7632000134 
7632000155 
7638000157 
7638000204 
7642000097 
7649000004 
7649000031 
| 7659000197 
7659000205 


Manitowoc Crane Group | 


HOSE ASSY 
HOSE ASSY 

HOSE ASSY 

HOSE ASSY 

HOSE ASSY 

HOSE ASSY 

HOSE ASSY Ą 
HOSE ASSEMBLY 1/2" 1.D. 
HOSE ASSY 

HOSE ASSY 

RESISTOR . 

LOOM, SPIRAL WRAP. 
RESISTOR, 20 OHMS | 
INSULATOR 

BULB 

LIGHT, STROBE | 
DIODE, LIGHT EMITTING 
DIODE, LIGHT EMITTING 
DIODE, LIGHT EMITTING 
LATCH, RECESSED PADDLE 
LOCK 

MOTOR ASSEMBLY - ORBIT 
MOTOR ASSEMBLY 
POWER PACK ASSEMBLY - 
MOUNT, WIRE TIE 
MOUNT, ENGINE 
MUFFLER 

NIPPLE, HOSE 

NIPPLE, HOSE 

NUT, PANEL 

LOCKNUT 


2 - Description © 

HOSE ASSY 
HOSE ASSY 
HOSE ASSY 
HOSE ASSY 
HOSE ASSY 


“2965 


= LE | | 


Page 
293 | 


299 
289 
290 
290 
290 
290 
290 
289 
290 
290 
290 
289 
289 

61 

79 

63 

77 

61 
239 
78 

78 

78 
128, 129, 131 
63 

93, 97 
161 
249 
239 
141 
140 
139 
139 
61, 78 
73, 239 


From - 7553041422 To - 7659000205 |. 
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| Description | || Page | 


Part 


7659000208 
7659000256 
7659000832 
7660010110 
7660061100 
7660081100 
7660101100 


7660101130 
7660101600 
7660140000 
7660140001 
7660140008 
7660140030 
7660141100 
7660141600 
7660141601 
7660150000 
{ 7660151600 
7660151601 
7660160000 
7660160001 
7660161600 
7660161601 
7660170000 
7660180001 
7660180008 
7660180030 
7660180230 
7660181600 
7660181601 
7660200000 
7660200008 
7660201601 
7660220031 
| 7660221601 


From - 7659000208 


NUT, JAM 

NUT, RETAINING 
NUT, HEX 

NUT 

NUT, HEX 

NUT, HEX 

NUT, HEX 


NUT, HEX 
LOCKNUT 
NUT, HEX 
NUT, HEX 
NUT, HEX 
NUT, HEX 
NUT, HEX 
LOCKNUT, HEX 
LOCKNUT, HEX 
NUT, HEX 
LOCKNUT, HEX 
LOCKNUT 
NUT, HEX 
NUT, HEX 
LOCKNUT, HEX 
LOCKNUT, HEX 
NUT, HEX 
NUT, HEX 
NUT, HEX 
NUT, HEX 
NUT, HEX JAM 
LOCKNUT, HEX 
LOCKNUT, HEX 
NUT, HEX 
NUT, HEX 
LOCKNUT, HEX 
NUT, HEX 


| LOCKNUT, HEX 


Page B19 


182 
127 
17 
129 
79, 235 
78, 202 


5/, 61, 78, 129, 131, 140, 
218 | 


143 

209 

39, 41, 57, 217, 231 
227, 273 

139 

143 

62, 142 

201 

11, 35, 53, 73, 239 
129, 140 

73 

11, 35 

128, 141, 217, 249 
227, 273 

35 

53, 195 

141 

139 

21, 161 

115, 117 

121 

11 

193, 273 

181 

93 

51 

161, 187, 189 

182 


To - 7660221601 


Courtesy of CraneMarket.com 


Manitowoc Crane Group — 


Numerical Index Appendix B 
Description um |» Page ( 
7660221603 LOCKNUT, HEX © aH D 
| 7660260008 NUT, HEX |11 
7660280130 NUT, HEX | 181 
7660300530 NUT, HEX 187, 189 
7661130003 NUT, HEX 144 
7661150003 NUT, HEX 144 
7661170000 NUT, HEX 143 
7661170003 NUT, HEX 141 
7689000036 PIN, CLIP | 10 
7689000503 PLUG, SEALING 31, 33, 69, 85 
7689000704 PIN 31, 33, 69, 85, 139, 15 
225 
| 7689000797 PIN 155 
7690001210 PIN, COTTER 143 
7690020810 PIN, COTTER 10 
7690022410 PIN, COTTER 11 
7690051610 PIN, COTTER 11 
7690052410 PIN, COTTER 209 
7690083210 PIN, COTTER 181 
7690141200 PIN, CLEVIS 143 
7690144010 PIN, COTTER 187, 189 
7690153201 PIN, CLEVIS 10, 128 
7690159600 PIN, CLEVIS 36 
7690164810 PIN, COTTER 43 
7690182400 PIN, CLEVIS 121 
7690183291 PIN 128 
7709000021 PLUG, DOT 79 
7709000028 PLUG, SAE #4 283 
7709000031 PLUG, SAE #6 29 
7709000038 PLUG, O-RING 49 
7709000157 PLUG, MAGNETIC 117 
7709000206 PLUG 31, 33, 225 
7709000226 PLUG 31, 33, 223 
7709000228 PLUG, TUBE END CAP 202 
7709000239 PLUG 155 
7709000809 PLUG 155 


From - 7660221603 To - 7709000809 
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Numerical Index 


Part 


7709000814 
| 7722000218 
7726000165 
7734000113 
7750000057 
7750000071 
7750000085 
7750000114 
7750000695 
7750000697 
7750000713 
7753000148 
7753000150 
| 7753000170 
7753000175 
7753000199 
| 7753000429 
) 7753000536 
| 7753000679 
7753000710 
7753000718 
7754000096 
7754000097 
7754000099 
7754000100 
7754000123 
7754000135 
7754000140 
7754000144 
7754000160 
7755008002 
7755008609 
7755009002 
7755011002 
7755012000 
17755014000 


From - 7709000814 


Manitowoc Crane Group 


PLUG 

PUMP ASSEMBLY - PISTON 
RADIATOR 

PLANETARY GEAR REDUCER 
SOLENOID 


"RELAY 


SOLENOID ASSY 

RELAY, HOSTILE ENVIRONMENT 
RELAY, 12 VOLT DC 

RELAY, 12 VOLT DC 

BOARD, RELAY 

RING, WEAR 

RING, WEAR 

RING, RETAINING 

RING, WEAR 

RING, WEAR 

RETAINER 

SEAL 

RING, ROD WIPER 

RING 

RING, GUIDE LOCK 

O-RING 

O-RING 

RING, BACK-UP 

RING, BACK-UP 

O-RING, LOW TEMPERATURE 
O-RING, LOW TEMPERATURE 
O-RING, LOW TEMPERATURE 
O-RING, LOW TEMPERATURE 
O-RING, LOW TEMPERATURE 
O-RING 

RING, BACK-UP 

O-RING 

O-RING 

O-RING 

O-RING 
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225 
140 

143 

93, 97 

218 

62, 78 

143 

140 

67,77,79 

63, 67, 77, 209 
77 

49 

19 

123 

185 

29, 45 

128 

123 

29, 45 

19 

49 

101, 109 

101, 109 

101, 109 

101, 109 

29, 45, 185 

49 

19, 49 

29, 45 

19 

256, 258, 260, 262 
262 

257 

12, 13, 161, 289, 290 
103, 111, 235 
261, 262 


To - 7755014000 


Courtesy of CraneMarket.com 


Manitowoc Crane Group. 


Numerical Index 


7755014002 
7755014609 
7755015000 
7755015002 
7755017002 
7755018002 
| 7755021002 
7755026002 
7755040000 
7755045000 
7755112000 
7755115002 
7755120000 
7755121002 
7755132000 
7755152000 
7755155002 
7755159400 
7755325609 
7755332609 
7755334609 
7755342609 
7755425609 
| 7755429000 
| 7755429609 
7755903002 
7755904000 
7755904002 


7755905002 
7755906002 


| 7755908002 


| 7755910002 


From - 775501 4002 


| Description —— 
O-RING | 
RING, BACK-UP 


O-RING 


O-RING 
O-RING 
O-RING 
O-RING 
O-RING 
SEAL 

O-RING 
O-RING 
O-RING 
O-RING 
O-RING 
O-RING 
O-RING 
O-RING 


RING, QUAD 


RING, BACK-UP 
RING, BACK-UP 
RING, BACK-UP 
RING, BACK-UP 
RING, BACK-UP 
O-RING 
RING, BACK-UP 
O-RING 
O-RING 
O-RING 


O-RING 
O-RING 


O-RING 


O-RING 
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161 257, 289, 290. ~~ 
261 


261, 262 


256, 258 


257 


289, 290 
142 

258 

103, 111 
93, 97 
94, 97 
260 

260 

257 

103, 111 
93, 97 
161 

123 

29, 45 
19 

29, 45, 185 
19, 49 
49 

123 

123 

259 

299 


13, 29, 121, 161, 249, 283, 
284, 289, 293 


259 


12, 13, 29, 121, 133, 249, 
283, 287, 289, 290 

49, 121, 249, 257, 275, 290, 
293, 295, 207 6s 


142, 161, 260, 261, 262, 289, 
290, 293, 295, 297, 299 


To - 7755910002 
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Courtesy of CraneMarket.com 


Manitowoc Crane Group 


| Numerical Index Appendix B | 


|7834000183 


From - 7755912002 © 


Part _ 


7755912002 O-RING 121, 289, 290 
7755916002 O-RING 142, 161, 283, 289, 290. 
7760000003 RIVET, POP 87 n 
7760000011 RIVET, POP 201 
7760000016 RIVET, POP 128, 129, 131 
7760000022 RIVET, POP 239 
7785160802 SET SCREW 19, 29, 45 

| 7785161070 SET SCREW 10 
7785180874 SET SCREW 10 
7785221474 SET SCREW 9 
7785221874 SET SCREW 10 
7794000007 RING, WIPER 185 
7794000015 RING, WIPER 19 
7794000022 SEAL, SCRAPER 49 
7794000519 SEAL 187, 189 
7794000524 SEAL 185 

| 7794000545 SEAL, BUFFER 19 

7794000568 SEAL, BUFFER 49 

| 7794000586 SEAL, BUFFER 
7794000603 SEAL, DEEP Z ROD 
7794000605 SEAL 49 
7794000608 SEAL 19 
7794000617 SEAL, BUFFER 185 
7794000622 SEAL 49 
7794000627 SEAL, DEEP Z ROD 19 
7794000628 SEAL, DEEP Z ROD 185 
7794000684 SEAL 29, 45 
7794000708 RING, SEAL 231, 233 
7794001558 RING, SEAL 73,211 
7826000087 SOCKET, 16-14 GA 3 39, 69, 85, 155, 223, 
7826000092 SOCKET 69 
7826000109 SOCKET, RELAY 69 
7834000059 SPRING, DOOR RETAINING 129, 131 
7834000138 SPRING, COMPRESSION 101, 109 

SPRING, COMPRESSION 11 
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To - 7834000183 


Courtesy of CraneMarket.com 


| Numerical Index 


7634000184 
7850000064 - 


7850000208 
7864000188 
| 7866142140 
7866142320 
7866152320 
| 7866162200 
| 7866162400 
7872000364 
7872000551 
7872000566 
7872000567 
7872000568 
7872000593 
7872000602 
7872000664 
7872000684 
7872000685 
7872000719 
7872001329 
7872001398 
7872001401 
7872001496 
7872001497 
7872001498 
7872001515 
7872001700 
7880000183 


7880000209 | 


| 7888000120 
7888000121 

7892000095 
7892000195 
7892000235 
| 7892000236 


From - 7834000184 


| SPRING, DOOR 


Manitowoc Crane Group 


Description vi 


TIE, CABLE (NATURAL) 
TIE, CABLE 

STUD, BATTERY FEEDER 
STUD 

STUD 

STUD 


STUD 


STUD 

RECEPTACLE, 

SWITCH, IGNITION 

SWITCH, TOGGLE 

SWITCH, TOGGLE 

SWITCH, TOGGLE 

SWITCH, TOGGLE 

SWITCH, PUSH BUTTON 
SWITCH, TEMPERATURE 
BREAKER, 10 AMP CIRCUIT 
BREAKER, 15 AMP CIRCUIT 
SWITCH, BATTERY DISCONNECT 
SWITCH, PUSH BUTTON 
FOOTSWITCH 

SWITCH AND ARM, LIMIT 
SWITCH - PUSH BUTTON 
LATCH, 4 ACROSS 

BLOCK, CONTACT | 
SWITCH, EMERGENCY STOP 
SWITCH, LIMIT 

TANK ASSEMBLY - HYDRAULIC | 
TANK ASSY SECIE 
TEE, FEMALE 

TEE, RUN 

RECEPTACLE, 

PARALLEL, NON - INSULATED | 
RECEPTACLE, telai 
RECEPTACLE, 
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| 57 
144 
“62 
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Paa 700 


61 
17,35 
191 
191 
17,35 
17, 35, 191 
231 
61 

61 

61; 77 
78 

78 
61, 77, 207 
144 
61 

61 
217 
77 

73 
217 
78 

78 

78 

77 
211 
117 
115 
133, 299 
295 
128 
155 
69, 85 


| 69, 85 


To - 7892000236 — 


Courtesy of CraneMarket.com 


Manitowoc Crane Group 


Numerical Index Appendix B | 


Part _ 


7892000259 RECEPTACLE, 69 
7892000267 TERMINAL 62 
7892000270 INTERRUPTER, CIRCUIT 233 
7892000282 RECEPTACLE, WITH TANG 69 
7892000824 RECEPTACLE, 139 
7892000993 SPADE, SPRING "e | 211 
7900000356 TIRE - GENERAL 173, 175, 177, 179 © 
7910008755 TUBE 283 : 
7910008763 TUBE 283 
7910008764 TUBE 283 
7910008770 TUBE 287 
7910008771 TUBE 287 
7910008772 TUBE 293 
7910008773 TUBE 293 
7910008774 TUBE 299 
7910009243 TUBE 293 

| 7910009608 TUBE 299 

‘17910009609 TUBE 299 

| 7910009610 TUBE 299 
7910009611 TUBE 299 
7910009650 TUBE 283 
7910011117 PIPE, EXHAUST 140 
7910011358 TUBE 283 
7910011575 SPACER 61, 78 
7910012286 PIPE, EXHAUST 140 
7910013113 TUBE, EXHAUST 140 
7910013160 TUBE 299 
7910013874 TUBE 283 
7910013875 TUBE 283 
7910014136 TUBE 12 
7910014137 TUBE 12 
7910015418 TUBE Sega: 

7926000154 VALVE, HOLDING 3/8 X 1/2 W/PILO 19 
7926000996 VALVE, CHECK 
7926001227 VALVE, CHECK 


17926001246 | VALVE, CHECK 


From - 7892000259 To - 7926001246 


Page B25 


Courtesy of CraneMarket.com 


Numerical Index 


7926001339 


7926001362 
7926001571 


7926001981 


7926002028 
7926002351 
| 7926003136 
7926003166 
7949000235 


7949000236 
7949000259 
7949000263 
| 7949000350 
7949000362 
7949000377 
7949000410 
7949000534 
7949000584 
7949000615 
7949001135 
7950060050 
7950060141 
7950080141 
7950080350 
i 7950080450 
7950100050 


7950100141 
7950100161 
7950100350 
7950140040 
7950140050 


7950140052 
7950140141 


From - 7926001339 - 


Manitowoc Crane Group 


Description he 


m ASSEMBLY 


VALVE ASSEMBLY - DUAL 


“3/8 CARTRIDGE HOLDING VALVE 


VALVE ASSEMBLY - CONTROL | 
VALVE ASSEMBLY - PRESSURE. 
HOLDING VALVE 

VALVE ASSEMBLY - T 
VALVE ASSEMBLY - MANIFOLD 
WASHER, 1/2" 1.D, 


WASHER, 3/4" I.D. 
WASHER, 5/8" I.D. 
WASHER, HARDENED 
LOCKWASHER 

WASHER 9/16” 1.D. 
WASHER, 3/8" 1.D. 
FLATWASHER, NYLON 
WASHER, HARDENED ROUND 
FLATWASHER, NYLON ` 
WASHER 

WASHER, 5/16" 1.D. 
LOCKWASHER, #6 1.D. 
WASHER, #6 1.D. 
FLATWASHER, 5/32" 1.D. 
LOCKWASHER, 5/32" 1.D. 
LOCKWASHER, 5/32" 1.D. 
LOCKWASHER, 3/16" 1.D. 


WASHER, #10 FLAT PLAIN NARROW 
FLATWASHER 3/16" I.D. 
LOCKWASHER, 3/16" 1.D. 
LOCKWASHER, 1/4" I.D. 
LOCKWASHER, 1/4" I.D. 


LOCKWASHER 
FLATWASHER, 1/4" 1.D. 
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Page | 

94, 97 E 
12 
49 
273 
| 273 
29 
273 
249 


11, 21, 47, 93, 97, 139, 
142, 161 


11, 161, 187, 189 | 
21, 93, 159 

9, 53 

61, 78 

91, 93, 97 

101, 109, 141 
63, 78 

11, 73, 140, 141 
61, 79, 207 

73 

73 

62, 79, 235 

79, 231, 235 
78 

78 

61 


5/, 129, 131, 140, 144, 209, 
218 


139, 209, 218 
62, 78, 218 
62, 78 

273 


39, 41, 57, 142, 144, 218, 
227, 231 5 


139 


^.]. 10, 21, 35, 39, 41, 53, |. 
| 73, 142, 217, 227, 281, 273 


To - 7950140141. 


Courtesy of CraneMarket.com 


 Manitowoc Crane Group 
Numerical Index AppendixB 


Part 


| 7950140161 FLATWASHER, 1/4" I.D. 201, 239 
7950140350 LOCKWASHER, 1/4" 1.D. 62, 219 
7950150040 LOCKWASHER, 5/16" 1.D. 141 
7950150050 LOCKWASHER, 5/16" 1.D. 12, 94, 97, 127, 129 
7950150141 WASHER, 5/16" I.D. 12, 127, 140, 141, 218 
7950150142 WASHER, 5/16" I.D. 35 
7950160041 LOCKWASHER, 3/8" I.D. 273 
7950160050 LOCKWASHER, 3/8" I.D. e 141, 182, 218, 227, 
7950160140 FLATWASHER, 3/8" 1.D. 141, 217 
7950160141 FLATWASHER, 3/8" 1.D. 35. 43, 195, 273 
7950160150 WASHER, 3/8" I.D. 121 
7950160161 FLATWASHER, 3/8" I.D. 128, 249 
7950160350 LOCKWASHER, 3/8" I.D. 217 
7950170050 LOCKWASHER, 7/16" I.D. 141 
7950170141 WASHER, 7/16" I.D. 141 
7950180050 LOCKWASHER, 1/2" I.D. 93 

“7950180080 LOCKWASHER, 1/2" 1.D. 97 

{ 7950180141 FLATWASHER, 1/2" 1.D. 115, 117, 141, 181, 273 
7950180161 FLATWASHER, 1/2" 1.D. 193 
7950180350 LOCKWASHER, 1/2" 1.D. 62 
7950200050 LOCKWASHER, 5/8" 1.D. 181 
7950220141 FLATWASHER, 3/4" 1.D. 182 
7950240141 WASHER, 7/8" 1.D. 239 
7950260141 WASHER, 1" I.D. 181 
7950300161 WASHER 187, 189 
7951150210 LOCKWASHER, 6MM 1.D. 144 
7951170014 WASHER, 8MM I.D. FLAT 143 
7951170210 LOCKWASHER, 8MM 1.D. 143 
7970000867 HUB ASSEMBLY 187, 189 
7970000994 HUB ASSEMBLY - TORQUE 161 
8246964300 MOULDING 127 
8594000027 WRAP, HOSE 201 
8596910280 HOSE ASSY 140 
9009100129 HOUSING 23 

19009100130 SHAFT 23 

From - 7950140161  . To - 9009100130 
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Courtesy of CraneMarket.com 


Manitowoc Crane Group _ 


| Numerical Index 


9188100739 


Description — Page | 

9009100131 | SLEEVE | 23 | 
| 9009100132 -| PISTON 23 
9009100133 CAP, END 23 

| 9009100134 - SET SCREW 23 

| 9009100135 SET SCREW 23 
9009100144 WASHER 23 
9009100145 KIT, REPAIR 24 

| 9009100212 KIT, REPAIR 23 
9009100235 KIT, REPAIR 24 
9009100236 KIT, REPAIR 23 
9009100250 KIT, BEARING 23 
9009100251 KIT, BEARING 23 
9009100252 CAP, END 23 
9009100253 CAP, END 23 
9009100254 CAP, END 23 
9009100255 SHAFT 23 
9009100256 SHAFT 23 
9009100257 SHAFT 23 
9009100258 CAP, END 23 
9009100259 HOUSING 23 
9025100005 SPRING 217 
9049103792 CUP, BEARING 187, 189 
9049108681 CUP, BEARING 187, 189 
9176100524 WASHER 77 
9188100199 RING, BACK-UP 167 
9188100200 O-RING 167 
9188100201 RING, BACK-UP 167 
9188100202 O-RING 167 
9188100203 SCREW, BLEEDER 167 
9188100207 GASKET 167 
9188100309 BEARING, BALL - 167 
9188100491 BEARING 167 
9188100492 SEAL 167 
9188100496 DISC, PRIMARY 167 
9188100498 DISC, STATIONARY 167 

HOUSING 167 


From - 9009100131 = To -9188100739 
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Courtesy of CraneMarket.com 


_ Manitowoc Crane Group 


Numerical Index Appendix B | 


Part 


9188100740 
9188100741 
9188100742 
9188100743 
9188100744 
9188100745 
9188100746 
9188100747 
| 9188100748 
9188100749 
9188100750 
9258100025 
9258100033 
9258100034 
9258100060 
9258100061 
| 9258100062 
9258100063 
{ 9258100064 
9258100065 
9258100066 
9258100067 
9258100068 
9258100069 
9258100070 
9258100071 
9258100072 
9258100073 
9258100104 
9304100081 
9304100086 
9304100091 
9304100092 
9304100093 
9352100246 
aid 


From - 9188100740 


SPRING 


GASKET 
SPRING 


SHAFT 

PIN 

DISC - ROTATING 

PISTON 

PLATE - POWER 

SCREW 

KIT, BEARING 

KIT, STACK 

LATCH, PUSH BUTTON 

HINGE (R.H.) 

HINGE (L.H.) 

WINDOW 

SCREW, PAN HEAD MACHINE 
LOCKNUT 

ANGLE,TOP 

SCREW, PAN HEAD MACHINE 
SCREW 

ANGLE,LEFT 

ANGLE,RIGHT 
LIP-EXTENSION 
SCREW,TRUSS 

ANGLE,REAR 

SCREW, FLAT HEAD MACHINE 
DOOR 

SCREW, 7/16" TRUSS HD PHILLIPS 
NUT, FLUSH 

ELEMENT, OIL RETURN 

NUT 
ELEMENT, AIR CLEANER 
CLAMP 

COVER ASSEMBLY 

WASHER 

GASKET 


To - 9352100257 - 
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Courtesy of CraneMarket.com 


Manitowoc Crane Group — 


DRIVE 


Numerical Index AppendixB 
| . Description | Page . : 

9352100371 SWITCH, MICRO 81, 83 | 

| 9352100383 HANDLE, ROUND BALL 81 
9352100421 SCREW ccs: 
9352100487 ROCKER | 83 
9352100529 SCREW 83 
9352100545 BOOT, ROCKER SWITCH _ 83 
9352100621 HANDLE ASSEMBLY 83 

| 9360100013 CAP, END 39 
9360100048 LINK KIT 39 
9360100057 STIFFNER, CLAMPING 39 
9360100061 MTG.-FEET (PAIR) 39 

| 9360100063 LINK, RADIUS 39 
9360100064 LINK, CARRIER 39 
9360100065 CLAMPING CARRIER ASSY 39 
9360100066 CARRIER, PLAIN 39 
9376100578 KIT, MZ66B DECAL 205 
9437100625 O-RING, PRESSURE FILTER 267 
9437100627 PLUG W/O-RING 267 
9437100642 ELEMENT, PRESSURE FILTER 267 
9437100657 BOWL 267 
9437100659 PLUG 267 
9437100809 O-RING 267 
9486100132 O-RING 117 
9486100133 GASKET 117 
9486100142 DIAL 115 
9486100145 O-RING 117 
9511100007 SCREW 83 

| 9539102559 KEEPER 89 
9543100001 HOSE ASSY 144 
9543100002 HOSE ASSY 141 
9543100022 HOSE ASSY 140 
9581100139 LENS, AMBER 239 
9581100140 BULB 239 
9585100051 SET, KEY 63 
9632100011 PLUG 103, 111 
9632100015 103, 111 


From - 9352100371 To - 9632100015  . 
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Manitowoc Crane Group 


| Numerical Index Appendix B | 


Part 


9632100046 
9632100052 
9632100256 
9632100257 
9632100258 
9632100259 
9632100260 
9632100261 
9632100263 
9632100266 
9632100267 
| 9632100357 
9632100358 
9632100732 
9632101031 
9632101238 
| 9632101293 
9632101297 
{9632101299 
9632101300 
9632101301 
9632101303 
9632101304 
9632101305 
9632101306 
9632101307 
9632101308 
9632101310 
9632101311 
9632101312 
9632101313 
9632101314 
9632101315 
9632101367 
9632101372 
19632101374 


From - 9632100046 


CAP SCREW 
WASHER 

SEAL, DUST 
FLANGE 

SEAL 

RACE, BEARING 
BEARING, NEEDLE 
SHAFT, SPLINE 
PLATE, SPACER 
CAP, END 


REPAIR KIT - ORBIT MOTOR 


GEROTOR 

CAP SCREW 
HOUSING 

FAN 

SEAL, DUST 

KIT, SEAL 

ROD 

BLOCK, CONTROL 
RING, RETAINING 
PLATE 

BLOCK, VALVE 
PISTON 

SEAT 

SPRING 

STOP 

ROTATING GROUP KIT 
GASKET 

SEAL, SHAFT 
O-RING 

O-RING 

GASKET 

SHIM 

BALL 

COUPLING 

NUT, ACORN 
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103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
169 
103, 111 
170 
169 
170 
170 
170 
170 
169 
169 
169 
170 
170 
169 
169 
169 
169 
170 
169 
269 
269 
269 


To - 9632101374 


Courtesy of CraneMarket.com 


Numerical Index 


9632101375 
9632101376 
9632101377 
9632101415 
9632101416 
9632101417 
9632101418 
9632101419 
9632101420 
9632101421 
9632101422 
9632101423 
9632101424 
9632101425 
9632101426 
9632101427 
9632101428 
| 9632101429 
9632101430 
9632101431 
9632101432 
9632101433 
9632101435 
9632101436 
9632101458 
9632101459 
9632101460 
9632101462 
9632101463 
9632101466 
9632101468 
9632101475 
9632102100 
9637100001 
9667100074 
9667100077 


From - 9632101375 


J | D 
‘GASKET, META 
NUT 


SCREW, ADJUSTMENT 


SHAFT 

PIN, DOWEL 
PLATE, DRIVE 
PLATE, END 
CAP, VALVE 
WASHER 
SPRING 
SHAFT, DRIVE 
KEY, DOWEL 
CAP SCREW 
CAP SCREW 
BALL 

SPRING 
SPRING, GUIDE 
MOTOR 
GASKET 

CAP SCREW 
SWITCH, SOLENOID 
BUS, BAR 
PUMP ASSEMBLY 
CASE 

FLANGE, MOUNTING 
SEAL, 

RING, BACK-UP 
O-RING 

PLUG 

SEAL, WASHER 
KIT, SEAL 
HOUSING 

PIN, DRIVE 
MOULDING 
BOOT 

CLAMP, BOOT 


escription 


Manitowoc Crane Group 
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269 
269 
269 
269 
269 
269 
269 
269 
269 
269 
269 
269 
269 
270 
269 
269 
269 
269 
269 
269 
269 
269 
270 
269 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
275 
128, 202 
81, 83 
81 


| apa = 


Page En 


To - 9667100077 . 
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Manitowoc Crane Group 


| Numerical Index Appendix B 


19722101352 


| 9722101021 RING, RETAINING 149, 169 
| 9722101022 SCREW 149, 169 
9722101024 BEARING ASSEMBLY 149, 169 
9722101025 SPACER 149, 169 
9722101026 SPRING 149 
9722101027 SEAT 149 
9722101028 SEAT 149, 169 
9722101029 PIN, ROLL 149, 169 
9722101030 BEARING ASSEMBLY 149, 169 
9722101031 YOKE 149 
9722101035 KIT, BEARING AND SPACER 151, 171 
9722101036 PLATE, WAFER 150 
9722101037 BEARING ASSEMBLY 150, 170 
9722101038 PIN 150, 170 
9722101039 PIN 150, 170 
9722101040 SPRING 150 
9722101041 VALVE 150 
"9722101042 SEAT 150 
| 9722101043 BLOCK, VALVE 150 
9722101044 PLUG 150, 151 
9722101046 SCREW 151, 170 
9722101047 SPOOL 151 
9722101048 SEAT 151 
9722101049 SPRING 151 
9722101050 PLUG, ADJUSTING 151 
9722101056 SPOOL 150 
9722101057 ORIFICE 150 
9722101058 PLUG 151 
9722101059 GROUP ASSEMBLY, ROTATING 151 
9722101060 KIT, COMPENSATOR 151 
9722101061 PISTON PUMP REPAIR KIT 151 
9722101347 KIT, SHIM 151, 170 
9722101348 SCREW 149, 169 
9722101349 COVER 149, 169 
9722101350 SHAFT 149, 169 
PLUG 151 


Part _ 


From - 9722101021 To - 9722101352 
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Numerical Index 
.. Description — | Page __ | 

| 9722101750 PLUG uM “| 150 ; 
9722101751 SEAT _| 150 
9722101752 SPRING “150 
9722101758 SEAT 150 

| 9722101754 SET SCREW “150 
9722101755 COMPENSATOR ASSEMBLY 151 
9722102836 GEAR 269 
9722102838 RING, RETAINING 269 
9722102839 O-RING 269 
9722102840 BALL 269 
9722102847 OIL SEAL 269 
9722102931 PIN, SHEAR 275 
9734100288 HUB-SHAFT SUB-ASSY 99, 107 
9734100289 SHAFT 99, 107 
9734100290 SEAL 99, 107 
9734100291 CUP, BEARING 99, 107 
9734100292 CONE, BEARING 99, 107 
9734100295 HUB 99, 107 
9734100297 RING, RETAINING 99, 107 
9734100298 PLUG, PIPE 99, 107 
9734100299 GEAR 99, 107 
9734100301 CARRIER 99, 107 
9734100304 SPACER 99, 107 
9734100305 SHAFT 99, 107 
9734100307 PIN, ROLL 99, 107 
9734100309 O-RING, SEAL 99, 107 
9734100314 WASHER, THRUST 99, 107 
9734100315 CAP SCREW 99, 107 
9734100316 CAP SCREW 99, 107 
9734100319 SEAL 3, 163 
9734100320 CUP, BEARING 3, 163 
9734100321 CONE, BEARING 3, 163 
9734100322 CUP, BEARING 3, 163 
9734100323 CONE, BEARING 3, 163 
9734100325 SPACER 3, 163 
9734100326 RING, RETAINING 3, 163 


From - 9722101750 To - 9734100326 
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9734100327 


19734100572 


From - 9734100327 


Page B35 


PLUG, PIPE 3, 163 
9734100331 CARRIER 3, 163 
9734100333 ROLLER 3, 163 
9734100335 SHAFT 3, 163 
9734100337 PIN 3, 163 
9734100338 GEAR, RING 3,163 
9734100339 O-RING 3, 163 

| 9734100341 WASHER 3, 163 
9734100342 SPRING 3, 163 
9734100343 RING, RETAINING 3, 163 
9734100344 RING, RETAINING 3, 163 
9734100345 SHAFT 3, 163 
9734100347 COUPLING 3, 163 
9734100348 WASHER, THRUST 3, 163 
9734100349 BEARING, THRUST 3, 163 
9734100357 CARRIER 99, 107 
9734100358 GEAR, CLUSTER 99, 107 

9734100359 GEAR, RING 99, 107 

| 9734100360 COVER, INPUT 99, 107 
9734100364 WASHER, THRUST 99, 107 
9734100385 BEARING, CONE 99, 107 
9734100386 BEARING, CUP 99, 107 
9734100499 STUD 3, 163 
9734100513 CAP SCREW 4, 164 
9734100514 CAP 4, 164 
9734100516 O-RING 4, 164 
9734100517 O-RING 4, 164 
9734100518 PLUG, PIPE 4, 164 
9734100537 WASHER, THRUST 99, 107 
9734100538 ROLLER, NEEDLE 99, 107 
9734100567 SPINDLE 3, 163 
9734100568 HUB 3, 163 
9734100569 GEAR 3, 163 
9734100570 CARRIER ASSEMBLY 4, 164 
9734100571 WASHER 3, 163 

SPACER 3, 163 


To - 9734100572 


Part 
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| Description © | Page 
9734100573 GEAR, CLUSTER 3,163. y 
9734100574 WASHER 3, 163 
9734100575 “COVER 4, 164 
9734100576 CAP 4, 164 
9734100577 "ROD _| 4, 164 
9734100578 SPACER 3, 163 
9734100579 GEAR 3, 163 
9734100580 CAP SCREW 4, 164 
9734100581 CAP SCREW 4, 164 
9734100700 SPACER 99, 107 
9734100774 GEAR 99, 107 
| 9750100035 BOOT 143 
9750100045 CONNECTOR, TERMINAL 77 
9752100385 KIT, REPAIR 123 
9752100402 KIT, REPAIR 101, 109 
9752100624 KIT, REPAIR 19 
9752100625 KIT, REPAIR 49 
9752100627 KIT, REPAIR 185 T 
9752100656 KIT, REPAIR 262 — 
9752100974 KIT, REPAIR 29, 45 
9752100996 KIT, REPAIR 255, 260 
9752101102 KIT, SEAL 260 
9752101169 KIT, REPAIR 262 
| 9752101179 KIT, REPAIR 255 
9752101180 KIT, REPAIR 167 
9752101206 KIT, SEAL 255 
9752101257 KIT, SEAL 256, 258 
9752101285 SEAL KIT 259 
9752101286 KIT, SEAL 260 
9752101287 KIT, SEAL 259 
9752101292 KIT, SEAL 255 
9752101332 KIT, SEAL 259 
9794100011 MOULDING 128 
9794100012 MOULDING 77 
9794100014 MOULDING 79 
| 9872100143 GASKET 73 n 
re — ==" 
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1 9926102781 


Part 

9872100170 | BUTTON 77 

| 9872100178 BLOCK & BASE 77 
9872100208 SPRING, RETURN 73 
9872100233 SWITCH, MICRO 73 
9872100234 HEAD 211 
9872100245 KEY, SET 61 
9880100012 GASKET 115 

| 9880100015 PLUG, PIPE 115 
9880100024 CAP, FUEL 115 
9880100033 COVER 119 
9880100035 GASKET 119 
9880100036 CAP 119 
9880100040 CAP SCREW 119 
9880100053 PLUG 119 
9880100080 NECK 8 CAP ASSY 119 
9921602758 PLUG 260 
9926100635 O-RING 170 

9926102726 PLUG 150 

{ 9926102743 O-RING 259 
9926102744 O-RING 256, 259 
9926102745 O-RING 259 
9926102746 O-RING 255, 256 
9926102747 O-RING 255, 256 
9926102751 RING, BACK-UP 256 
9926102761 VALVE ASSY - SHUTTLE 260 
9926102762 PLUG (SAE #5) 259 
9926102765 CAP ASSEMBLY 256 
9926102766 CAP ASSEMBLY 256 
9926102767 CAP SCREW 256, 258 
9926102768 BODY/PLUG SUB-ASS Y. 255 
9926102772 VALVE, CARTRIDGE 255 
9926102773 VALVE, CARTRIDGE 255 
9926102774 O-RING 256, 257 
9926102775 SCREW 256, 257, 258 
9926102779 SPRING 257 

PLATE, SEAL 257 


From - 9872100170 To - 9926102781 
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9926102783 O-RING | 259 — 
9926102788 CAP, END. 256, 257, 258 
9926102789 CAP SCREW 257 

9926103040 PLUG 150, 170 

9926103434 KIT, SEAL 27, 279 

9926103446 VALVE, CARTRIDGE -| 105, 113 

9926103447 KIT, REPAIR | 105, 113 


9926103482 
9926103487 
9926103500 
9926103501 
9926103502 
9926103505 
| 9926103648 
9926104052 
9926104053 
9926104054 
9926104055 
9926104063 
9926104088 
9926104148 
9926105347 
9926105603 
9926105613 
| 9926105614 
9926105615 
9926105616 
9926105617 
9926105618 
9926105619 
9926105624 
9926106062 
9926106089 
9926106090 
9926106091 
9926106094 


SCREW 

COIL, 12 VOLT 
VALVE ASSEMBLY 
VALVE, CONTROL 
VALVE ASSEMBLY 
DISC - .1406 THICKNESS 
RING, BACK-UP 
SPRING 

POPPET 

SEAT 
SCREW,SET 
O-RING 

VALVE ASSEMBLY 
KIT, REPAIR 


CARTRIDGE,COUNTERBALANCE 


BLOCK, SIDE 
O-RING 

VALVE ASSEMBLY 
O-RING 

RING, BACK-UP 
RING, BACK-UP 
O-RING 

VALVE, CHECK 
O-RING 

COIL 

O-RING 
O-RING 
GASKET 
RETAINER 


257 
258 
255 
255 
255 
255 
170 
259 
259 
259 
259 
258 
259 
277 
27 

255 
259 
259 
259 
259 
259 
259 
259 
259 
259 
261 
261 
261 
261 
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9926106095 
9926106098 
9926106169 
9926106191 
9926106194 
9926106197 
9926106257 
9926106294 
9926106296 
9926106297 
9926106695 
9926106751 
9926106805 
9926106806 
9926107525 
9926107534 
| 9926107537 
9926107547 
| 9926107771 
9926107931 
9926108174 
9926108175 
9926108176 
9926108177 
9926108340 
9926108438 
9926108439 
9926108442 
9926108443 
9926108445 
9926108446 
9926108447 
9926108449 
9926108451 
9926108537 
19926108540 


From - 9926106095. 


Manitowoc Crane Group 


O-RING 

PLUG 
CARTRIDGE 
PLUG, ORIFICE 
RING, BACK-UP 
RING, BACK-UP 
CARTRIDGE 
SOLENOID ASSY 
SPRING 

WASHER 

KIT, SEAL 

VALVE ASSY, SOLENOID 
RING, BACK-UP 
KIT, SEAL 

PLUG, END 
PLATE, END 

PIN 

CASE, SOLENOID 
COIL 

SPOOL 
ARMATURE, FEMALE 
ARMATURE, MALE 
PIN, PUSH 

TUBE 

PIN, ROLL 

IDLER 

BEARING, NEEDLE 
HOUSING, END 
O-RING 

GEAR 

RING, SNAP 

KEY 

PLUG 

BRACKET 

CAP SCREW 
1/4"-20 X 1 3/4" 


Page B39 


261 
261 
279 
255 
261 
262 
217 
261 
261 
261 
262 
256, 258 
261 
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255, 260, 262 


257 
257 
257 
257 
260, 261 
256 
257 
257 
257 
257 
261 
2/5 
2/5 
2/5 
2/5 
2/5 
2/5 
2/5 
275 
275 
255 
255 
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|. | 29 


AppendiB  . 
Part | Description Page | é i 

9926108571 | KIT, BOLT 260, 261 
9926108621 KIT, SEAL 275 

| 9926108629 VALVE, RELIEF 275 
9926108633 NUT, HEX 275 
9926108634 LOCKWASHER, 1/2" I.D. 275 
9926108719 HOUSING, GEAR 275 

| 9926108720 HOUSING 275 
9926108721 SHAFT 275 
9926108723 O-RING 275 
9926108724 PLUG 275 
9926108725 STUD 275 
9926108883 VALVE, NEEDLE 260 
9926108885 VALVE, 150 PSI CHECK 260 

| 9926109007 VALVE, CARTRIDGE 255 
9926109008 VALVE ,RELIEF 255 
9926109009 MANIFOLD, SUB-ASSY., AUX. 255 
9926109010 VALVE, CHECK 259 

| 9926109012 CARTRIDGE, FLOW 260 
9926109013 CARTRIDGE 260 
9926109014 VALVE, RELIEF - 2700 PSI 260 
9926109015 PISTON 260 
9926109016 CAP, END 260 
9926109017 SEAT 261 
9926109018 POPPET 261 
9926109021 SPRING 261 
9926109092 BODY & PLUG ASSY 256 
9926109093 VALVE ASSEMBLY 258 
9926109094 BODY & PLUG ASSY 258 
9926109095 BODY & PLUG ASSY | 258 
9926109104 CARTRIDGE _ | 260, 262 
9926110189 HEAD | 267 
9926110519 VALVE ASSEMBLY - DIRECTIONAL 260 
9926110847 CARTRIDGE AND COIL ASSEMBLY | 260 
9926110863 CARTRIDGE 259 
9926112122 KIT,SEAL 19, 49 


From-9926108571 .  To-9926112595 
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9970100057 CAP SCREW 187, 189 


NS NOT SERVICED 27, 105, 113, 147, 149, 151, 
255, 256, 258, 259, 260, 261, 
265, 267, 269, 277 


SK900993 CAP, 7 PSI RADIATOR 144 


From - 9970100057 m To - SK900993 
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¡Part No. Description | Page | 
220003504 0 1 2 |BREAKER, 15 AMP CIRCUIT 
4143900027 0 2 3 |PAD, WEAR - ROLLER 
4146900003 0 2 1 | PAD, WEAR 
4146900006 0 2 1 | PAD, WEAR 
4146900009 0 2 1 |PAD, WEAR 
4146900123 0 2 2 |PAD, WEAR - TAPERED ROLLER 
4149900019 0 2 4 |PAD, WEAR 
6356000179 0 1 11 |DIODE 
6490000083 0 0 2 |PINION 
6671000236 1 2 4 |PAD, WEAR 
6671000244 1 2 1 |PAD, WEAR - BASE 
6671000245 1 2 1 |PAD, WEAR - MID 
6671000246 1 2 4 |PAD, WEAR 
6671000247 1 2 4 |PAD, "L" WEAR 
6671000248 1 2 4 |SUPPORT, WEAR PAD 
6671000249 1 2 4 | SUPPORT, WEAR PAD 
6671000257 1 2 4 |PAD, "L" WEAR 
6701000933 0 0 2 |PISTON, 3" CYLINDER 29, 45 
7069000358 0 1 2 | CONE, BEARING 187, 189 
7069000359 0 1 2 |CONE, BEARING 187, 189 
7172000011 0 2 10 | BOOT, TOGGLE SWITCH 62, 77 
~ 7172000016 0 2 2 |INSULATOR, BATTERY 144, 218 
(7172000025 0 2 5 |BOOT, PUSH BUTTON SWITCH 62, 77, 207 
7172000029 0 2 7 |BOOT, RUBBER 155, 218 
7172000544 0 2 1 |BOOT, BLACK 78 
7188000095 0 1 4 |DISC, BRAKE 101, 109 
7195000031 0 2 33 | BUMPER, RUBBER 128 
7195000038 0 2 2 | BUMPER, RUBBER 201 l 
7300000429 1 3 3 | CLAMP, STRAIN RELIEF 155, 223, 225 
7312000095 0 0 6 |CLIP, PIN 35, 121, 129 
7345001444 1 3 149| TERMINAL, FEMALE 62, 69, 85, 247 
7345001446 1 3 8 | TERMINAL, MALE 85 | 
7345001743 1 3 1 | TERMINAL, FEMALE 155 
7345001744 1 3 183} TERMINAL, FEMALE 69, 73, 85, 155, 211, 
223, 225, 239, 241, 243, 
247 | 
7345001746 TERMINAL, MALE 148, 155, 218, 225, 239, 
241, 243 . 
7345001752 TERMINAL 69, 155 © 
7345001852 © TERMINAL 69 | 
7345001944 TERMINAL, FEMALE 155, 223, 225 
7345001946 TERMINAL, MALE 225 a 
7345171706 TERMINAL 85, 233 
7345191701 TERMINAL 73, 195 
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7345191706 
| 7345191901 
7345211701 
7345211901 
7345212101 
| 7345221701 
| 7345221901 
| 7345241701 
7345242101 
7352000936 
7352000937 
7364001359 
7364001744 
7437000104 
| 7440000000 


7440000400 
7440090000 
7443990244 
7445040219 
7445040418 
7445040420 
7445040445 
7445040447 
7445040448 
7445040645 
| 7445060450 
| 7445060631 
7445060643 
7445060655 
7445060672 
7445060843 
7445060845 
7445080404 
7445080818 
7445080823 


7445080834 
7445080842 


7445080843 
7445080845 
| 7445080872 
7445081043 
7445121043 


7445161220 


From - 7345191706 


1 
1 
1 
1 
1 
1 
1 
1 
1 
0 
0 
1 
1 
4 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
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_ Description 


| TERMINAL 
TERMINAL 


TONGUE, INSULATED RING 


TERMINAL 
TERMINAL | 
TERMINAL 
TERMINAL 


TONGUE, INSULATED RING 


TERMINAL © 
CONTROLLER ASSEMBLY - 
CONTROLLER ASSEMBLY 


CONNECTOR, STRAIN RELIEF 
CONNECTOR, STRAIN RELIEF 


FILTER, FUEL 


|FITTING, 1/8 STRAIGHT GREASE 
FITTING, 90 DEGREE GREASE 


FITTING, GREASE 
CONNECTOR, MALE 
ADAPTER, STRAIGHT 
NUT, CAP 

ELBOW, 90 DEGREE 
ELBOW, 90 DEGREE MALE 


ELBOW, 90 DEGREE MALE 
BUSHING, REDUCER 
ELBOW, 90 DEGREE 


ADAPTER, STRAIGHT 


TEE. 

ELBOW, 90 DEGREE MALE 
ADAPTER, STRAIGHT 
ELBOW, 90 DEGREE 
ELBOW, 90 DEGREE 
NUT, CAP 
CONNECTOR 

TEEG ie 

NUT, SHORT 
ADAPTER, STRAIGHT 
ELBOW, 90 DEGREE 


| ELBOW, 90 DEGREE 


ADAPTER, STRAIGHT 


ADAPTER, STRAIGHT MALE 


ELBOW, 90 DEGREE 
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|| Page | 
233 | 
155 | 
69, 155, 218, 243 
69, 155, 241 
pe to 
155 
69, 155 
156 
69 
77 
77 
217 
211 
139 | 
10, 21, 29, 43, 45, 
51, 182 A 
49, 181 
43 
144 
283 
284 
293 | 
283,293 _ 
142 
284 
283 
144 
12 
13, 121, 133, 249, 287 
144 
287 
293 
295 
139 
283, 295, 299 
295 
283, 299 
295 
121 
249, 297 
299 kite 
295, 297 
299 
283 
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7445161620 | 0 0 ELBOW, 90 DEGREE 
7445161643 | 0 0 A ADAPTER, STRAIGHT » 
7445242419 | O 0 1 1 | CONNECTOR, MALE 283 
7445242443 | O 0 1 1 [ADAPTER 142 
7447040401 0 0 to 2 | ADAPTER, STRAIGHT 13 
7447040403 | 0 0 1 4 | ELBOW, 90 DEGREE 161, 289 
7447040411 0 0 1 2 |TEE, UNION 290 
7447040601 0 0 1 3 |ADAPTER, STRAIGHT 12, 290 
7447040603 | O 0 1 2 |FITTING, 9 DEGREE 12 
7447040608 | O 0 1 1 | ELBOW, 45 DEGREE MALE 
7447080603 | O 0 1 1 |ELBOW, 90 DEGREE 
7447080805 | O 0 1 1 |TEE, RUN 
7447080811 | 0 0 1 1 |TEE, UNION 
7447081001 0 0 1 4 | ADAPTER, STRAIGHT MALE 
7447081003 | 0 0 1 3 |ELBOW, 90 DEGREE 
7447081601 0 0 1 6 |ADAPTER, STRAIGHT 
7447121201 0 0 1 2 | ADAPTER, STRAIGHT MALE 
7447121203 | O 0 1 2 |ELBOW, 90 DEGREE 
7447121208 | O 0 1 2 |ELBOW, 45 DEGREE MALE 
7447121233 | O 0 1 2 |ELBOW, 90 DEGREE 
7447121601 0 0 1 2 |ADAPTER, STRAIGHT 
4 7447161603 | O 0 1 1 | ELBOW, 90 DEGREE MALE 
{ 7447161640 | O 0 1 1 |ADAPTER, STRAIGHT 
7482000008 1 1 1 1 | FUSE 
7482000040 1 1 1 1 |FUSE, 200 AMP 
7486000628 | O 0 1 1 | GAUGE, OIL LEVEL 
7486001811 0 0 1 1 [VOLTMETER 
7486002606 | O 0 1 1 |HOURMETER 
7506000001 0 0 2 2 |GROMMET 
7506000006 | O 0 2 4 | GROMMET 
7506000019 | O 0 0 1 | GROMMET 
7950102620 | O 0 0 1 | HOSE ASSY 
7550102821 0 0 0 1 | HOSE ASSY 
7550104220 | O 0 0 1 |HOSE ASSY 
7550202421 0 0 0 2 |HOSE ASSY 
1953033542 | O 0 0 1 | HOSE ASSY 
1993036422 | O 0 00” 2 |HOSE ASSY 
7553039422 | O 0 0. 1 | HOSE ASSY 
7553074542 | O 0 0 1 |HOSE ASSY 
7555101260 | 0 0 0 1 | HOSE ASSY 
7559102800 | O 0 0 2 |HOSE ASSY 
7555103600 | O 0 0 2 |HOSE ASSY 
7555104700 | O 0 0 1 | HOSE ASSY 
7555302500 | 0 0 0 2 |HOSE ASSY 
From - 7445161620 - To - 7555302500 
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7754000160 
7755008002 
7755008609 
7755009002 
| 7755011002 


From - 7555306000 


O-RING, LOW TEMPERATURE 


O-RING | 
RING, BACK- UP. 


Page C4 


19 


256, 258, 260, 262. 


262 
257 


| Description - Page 
| 7555306000 0 0 0 | HOSE ASSY 290 7 ke 
7557000031 | O. 0 1 | RESISTOR © 61 
7557000054 0 0 1 | RESISTOR, 20 OHMS 63 
7581000052 1 1 1 BULB 61 AXE 
7632000082 0 0 0 | MOTOR ASSEMBLY - ORBIT 93,97 
7632000134 0 0 0 | MOTOR ASSEMBLY 161 
7689000036 0 0 0 PIN, CLIP 10 Ta 
7689000503 1 1 3 PLUG, SEALING . 31, 39, 69,85 
7689000704 1 1 3 PIN T 31, 33, 69, 85, 139, 
Lars 155, 225 | 
7689000797 1 1 3 4 PIN VOR MT 155 
7690001210 0 0 0 1 |PIN, COTTER 143 
7690051610 0 0 0 2 |PIN, COTTER . 11 
7690052410 0 0 0 1 |PIN, COTTER . 209 
| 7690144010 0 0 0 2 |PIN, COTTER | 187, 189 
7690164810 0 0 0 1 |PIN, COTTER . 43 
| 7690182400 0 0 0 4 |PIN,CLEVIS . 121 
7709000031 0 0 1 2 | PLUG, SAE +6 © 29 
7709000038 0 0 1 2 | PLUG, O-RING © 49 
7709000157 0 0 1 1 |PLUG, MAGNETIC 117 
7709000809 1 1 3 1 [PLUG | | 155 
7709000814 1 1 3 2 | PLUG 229 
7734000113 0 0 0 4 PLANETARY GEAR REDUCER 93, 97 
7750000057 0 0 1 1 | SOLENOID 218 
7750000071 0 0 1 2 | RELAY. ...: 62, 78 
7750000085 0 0 1 1 | SOLENOID ASSY 143 
7750000114 0 0 1 3 | RELAY, HOSTILE ENVIRONMENT 140 
| 7750000695 0 0 1 21 | RELAY, 12 VOLT DC 67, 77, 79 
7750000697 0 0 1 14 | RELAY, 12 VOLT DC 63, 67, 77, 209 
7753000150 0. 0 2 2 | RING, WEAR. A 19 
7753000199 0 0 2 2 | RING, WEAR 29, 45 
7754000096 0 0 2 2 4 101, 109 
7754000097 0 0 2 4 | | 101, 109 
| 7754000099 0 0 2 2 | RING, BACK- UP 101, 109 
7754000100 0 0 2 4 | RING, BACK-UP. . 101, 109 
7754000123 0 0 2 3 | O-RING, LOW TEMPERATURE 29, 45, 185 
7754000135 0. 0 2 1 | O-RING, LOW TEMPERATURE 49 
7754000140 | O 0 2 2 |O-RING, LOW TEMPERATURE 19, 49 s > 
7754000144 0 0 2 2 |O-RING, LOW TEMPERATURE | 29, 45 ur ve 
0 0 2 1 en 
0 0 2 20 
0 0 2 5 
0 0 2 12 
0 0 2 9 


12, 13, 161, 289, 290 
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| 7755012000 0 0 O-RING | 108, 111, 235 | 
7755014000 | O 0 : : O-RING 261, 262 
7755014002 | O 0 2 12 | O-RING 161, 257, 289, 290 
7755014609 0 0 2 2 | RING, BACK-UP 261 e 
7755015000 0 0 2 2 |O-RING 261, 262 
7755015002 0 0 2 20 | O-RING 256, 258 
7755017002 0 0 2 4 |O-RING 257 | 
7755018002 0 0 2 5 |O-RING 289, 290 . 
7755021002 | 0 0 2 2 |O-RING 142 | 
7155026002 0 0 2 4 |O-RING 258 
7755040000 0 0 2 6 [SEAL 103, 111 
7755045000 0 0 2 2 |O-RING 93, 97 
7155112000 0 0 2 4 |O-RING 94, 97 
7755115002 0 0 2 2 |O-RING 260 
7755120000 0 0 2 4 |O-RING 260 
7755121002 0 0 2 4 |O-RING 257 
7755152000 0 0 2 2 |O-RING 93, 97 
7755155002 0 0 2 1 |O-RING 
7155325609 0 0 2 4 |RING, BACK-UP 
7755332609 0 0 2 2 |RING, BACK-UP 
7755334609 0 0 2 3 | RING, BACK-UP 
* 7755342609 0 0 2 3 | RING, BACK-UP 
7755425609 0 0 2 1 | RING, BACK-UP 
7755904000 0 0 2 1 |O-RING 
7755904002 0 0 2 11 | O-RING 13, 29, 121, 161, 249, 
283, 284, 289, 293 
7755905002 0 0 1 |O-RING 259 
7755906002 0 0 14 | O-RING 12, 13, 29, 121, 133, 
249, 283, 287, 289, 290 
7755908002 0 0 O-RING 49, 121, 249, 257, 275, 
| | 290, 293, 295, 297 
7755910002 0 0 O-RING 142, 161, 260, 261, 262, 
289, 290, 293, 295, 297, 
299 — | 
7755912002 0 0 2 4 | O-RING 121, 289, 290 
7755916002 0 0 2 8 |O-RING 142, 161, 283, 289, 290 
7794000015 0 0 2 1 | RING, WIPER 19 
7794000519 0 0 2 2 |SEAL 187, 189 
7794000545 0 0 2 1 |SEAL, BUFFER 19 
7794000586 0 0 2 2 |SEAL, BUFFER 29, 45 
7794000603 0. 0 2 2 |SEAL, DEEP Z ROD 29, 45 
7794000627 0 0 2 1 |SEAL, DEEP Z ROD 19 | 
7794000684 0 0 2 4 | SEAL 29,45 
7794000708 0 0 2 3 | RING, SEAL 231, 233 


To - 7794000708 


From - 7755012000 
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From - 7794001558 
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Rüconimended Spare Parts List | Appendix c 
ih og Description | Page 
| 7794001558 | O 0 |*.2 3 | RING, SEAL. : 73, Ali | 
7826000087 | 1 1 3 SOCKET, 16- 14 GA | 31, 38, 69, 85, 155, 
TIC M ET | 223, 225 

7826000092 | 1 1 3 4 | SOCKET. s: sae G9 uo. 
7834000059 | O 0 1 6 | SPRING, DOOR RETAINING - 129, 130.4. 
7834000138 | O 0 1 16 | SPRING, COMPRESSION 101,109 — — 
7834000183 | 0 0 1 1 | SPRING, COMPRESSION 11 > 
7872000566 | 0 0 1 1 |SWITCH, TOGGLE _ 61 
7872000567 | 0 0 1 7 |SWITCH, TOGGLE 61, 77 
7872000568 | 0 0 1 1 |SWITCH, TOGGLE 78 
7872000593 | 0 0 1 1 | SWITCH, TOGGLE 78 i... 
7872000602 | 0 0 1 4 | SWITCH, PUSH BUTTON 61, 77, 207 
7872000664 | 0 0 1 1 | SWITCH, TEMPERATURE 144 
7872000684 | 0 0 1 2 | BREAKER, 10 AMP CIRCUIT 61 
7872000685 | O 0 1 3 | BREAKER, 15 AMP CIRCUIT 61 
7872000719 | 0 0 1 1 | SWITCH, BATTERY DISCONNECT 217 
7872001398 | 0 0 1 1 |FOOTSWITCH | 73 
| 7872001497 | O 0 1 1 |LATCH, 4 ACROSS 78 
7872001498 | 0 0 1 1 | BLOCK, CONTACT 78 
7872001515 | O 0 1 1 | SWITCH, EMERGENCY STOP 77 
7888000121 | 0 0 1 1 |TEE, RUN. 295 
7892000195 | 1 1 3 1 |PARALLEL, NON - INSULATED 155 
7892000824 | 1 1 3 1 | RECEPTACLE, 139 
7892000993 | 1 1 3 2 | SPADE, SPRING 211 
7926000154 | 0 0 0 1 | VALVE, HOLDING 3/8 X 1/2 W/PILO 19 
7926000996 | 0 0 0 1 | VALVE, CHECK 283 
7926001227 | 0 0 0 1 |VALVE, CHECK | 143 
7926001246 | 0 0 0 1 |VALVE, CHECK. 115 
7926001339 | 0 0 0 6 | VALVE ASSEMBLY 94, 97 
7926001362 | 0 0 0 3 | VALVE ASSEMBLY - DUAL 12 
7926001571 | 0 0 0 1 |3/8 CARTRIDGE HOLDING VALVE 49 
7926001981 | 0 0 0 2 | VALVE ASSEMBLY - CONTROL 273 
7926002028 | 0 0 0 2 |VALVE ASSEMBLY - PRESSURE 273 
7926002351 | 0 0 0 2 |HOLDING VALVE 29 
9049103792 | 0 0 1 2 | CUP, BEARING | 187, 189 - 
9049108681 | 0 0 1 2 |CUP, BEARING . 187, 189 
9188100199 | 0 0 2 1 | RING, BACK-UP — 167 
9188100200 | 0 0 2 1 |O-RING ai 167 
9188100201 | 0 0 2 1 | RING, BACK- UP. 4 167 
9188100202 | 0 0 2 1 |O- RINGO — 167 
9188100207 | 0 0 2 2 |GASKET 167 
9188100491 | 0 0 1 1 |BEARING. 167 
9188100492 | 0 0 2 1 | SEAL 167 
9304100081 | 4 4 6 1 | ELEMENT, OIL RETURN 265 


Courtesy of CraneMarket.com 


To - 9304100081 


Manitowoc Crane Group 


Hocenmenged Spare Parts List 


Appendix C C 


“Part No. 


9304100091 
9352100371 
9352100487 


9352100545 — 


9437100625 
9437100642 
9486100132 
9486100133 
9486100145 
9543100001 
9543100002 
9581100140 


| 9585100051 


From - 9304100091 


9632100259 
9632100260 
9632100261 
9632100267 
9632101238 
9632101293 
9632101310 
9632101313 


1 9632101314 
4 9632101375 


9632101430 
9632101459 
9632101460 
9632101468 
9722101024 
9722101030 
9722101037 
9722102839 
9722102847 
9734100289 
9734100290 
9734100305 
9734100309 
9734100319 
9734100320 
9734100321 
9734100322 
9734100323 
9734100337 
9734100339 
9734100342 


< 


oO 0000000000000000-400000004 04 0004400000 L00000 


oO O O 55 5 O O O 5 O O O O DO DS 5 O  _+ FF OO O O O DD TO + OO + +9 O SO 0 0 £0 000 4 


— O) 


AMA — — SK — O PO PO PND = — — WP PR R M PR PND DP O=. =- — — O © DP DP DD © ND ND A 


SWITCH, MICRO 
ROCKER 


HOSE ASSY 
HOSE ASSY 
BULB 

SET, KEY 
RACE, BEARING 
BEARING, NEEDLE 
SHAFT, SPLINE 


SEAL, DUST 

KIT, SEAL 

GASKET 

O-RING 

GASKET 

GASKET, METAL 
GASKET 

SEAL, 

RING, BACK-UP 

KIT, SEAL 

BEARING ASSEMBLY 
BEARING ASSEMBLY 
BEARING ASSEMBLY 
O-RING 

OIL SEAL 

SHAFT 

SEAL 

SHAFT 

O-RING, SEAL 

SEAL | 

CUP, BEARING 
CONE, BEARING 
CUP, BEARING 
CONE, BEARING 

PIN 

O-RING 

SPRING 


PD BEBO RP PDP DP R PD RO NM PN — PP DP BP DP DP — NI AIONNNNNIS — — — — — — — — — — (0) — 
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BOOT, ROCKER SWITCH 
O-RING, PRESSURE FILTER 
ELEMENT, PRESSURE FILTER 


REPAIR KIT - ORBIT MOTOR 


ELEMENT, AIR CLEANER 


147 

81, 83 
83 

83 

267 

267 

117 

117 

117 

144 

141 

239 

63 

103, 111 
103, 111 
103, 111 
103, 111 
103, 111 
170 

169 

169 

170 

269 

269 
103, 111 
103, 111 
103, 111 
149, 169 
149, 169 
150, 170 
269 

269 

99, 107 
99, 107 . 
99, 107 


co 
£9 
= 
e 
J 


163 
163 
163 
163 
163 
163 
163 
163 


PPP RP 00. a 99. 


To - 9734100342 
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Manitowoc Crane Group, 


Recommended Spare Parts List 


9734100386 
9734100516 
9734100517 
9734100537 
9734100538 
9752100402 
9752100656 
9752100974 
9752100996 
9752101102 
9752101179 
9752101180 
| 9752101257 
9794100011 
| 9794100012 
9872100245 
9926100635 
| 9926102751 
9926102761 
9926102772 
9926102773 
9926103434 
9926103447 
9926103487 
9926103648 
9926104063 
9926104088 
9926104148 
9926105347 
9926106062 
9926106090 
9926106091 
9926106169 
9926106257 
9926106294 
9926106806 
9926107771 
9926108443 
9926108629 
9926108883 
9926112122 
9926112595 


From - 9734100386 


IE 
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mak; 


k 
N 


INN 


Ai 


== CUP 
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Description 


O-RING 

O-RING 
|WASHER, THRUST 
ROLLER, NEEDLE 


-|KIT, REPAIR 
KIT, REPAIR 


KIT, REPAIR 
KIT, REPAIR 
KIT, SEAL 

KIT, REPAIR 

KIT, REPAIR 

KIT, SEAL - 
MOULDING 
MOULDING © 

KEY, SET 

O-RING | , 
RING, BACK-UP 
VALVE ASSY - SHUTTLE 
VALVE, CARTRIDGE 
VALVE, CARTRIDGE 
KIT, SEAL 

KIT, REPAIR - 

COIL, 12 VOLT 
RING, BACK-UP 
O-RING: = 
VALVE ASSEMBLY 
KIT, REPAIR 


CARTRIDGE, COUNTERBALANCE 


CARTRIDGE 
CARTRIDGE 
SOLENOID ASSY 
KIT, SEAL 
COIL 

O-RING: 5 - 
VALVE, RELIEF 
VALVE, NEEDLE 
KIT,SEAL | 
KIT,SEAL - 
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| Page 


99, 107 
4,164 | 
iaia 
99, 107 - 
99, 107. 
101, 109 
262 

29,45 
255, 260 
260 

255 

167 

256, 258 
128 

77 

61 

170 

256 

260 

255 

255 

27, 279 
105, 113 
258 

170 

258 

259 

277 

27 

259 

261 

261 

279 

277 

261 ga dele 
255, 260, 262 
260, 261 
275 

275 

260 

19, 49 

29 


To - 9926112595 
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Manitowoc Crane Group 


Belt and Filter Maintenance List Appendix D 
7437000104 2 4 1 | FILTER, FUEL 139 
9304100081 2 4 1 |ELEMENT, OIL RETURN 265 
9304100091 2 4 1 | ELEMENT, AIR CLEANER 147 
9437100642 2 4 1 | ELEMENT, PRESSURE FILTER 267 
From - 7437000104 - To - 9437100642 
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| Notes 
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Manitowoc Crane Group 


Foot Note Index Appendix E 


(Foot Note 
| THIRD REPAIR KIT AND/OR PART OF 3RD KIT 
SUB ASSY AND/OR PART OF SUB ASSY 
SERVICED AS AN ASSEMBLY ONLY 

FIFTH REPAIR KIT 

SEE NOTE AT END OF LIST 

SIXTH REPAIR KIT 

4TH SUB ASSY AND/OR PART OF 4TH SUB ASSY 
5TH SUB ASSY AND/OR PART OF 5TH SUB ASSY 
REPAIR KIT AND/OR PART OF KIT 

2ND SUB ASSY AND/OR PART OF 2ND SUB ASSY 
SECOND REPAIR KIT AND/OR PART OF 2ND KIT 
3RD SUB ASSY AND/OR PART OF SRD SUB ASSY 
6TH SUB ASSY AND/OR PART OF 6TH SUB ASSY 
7TH SUB ASSY AND/OR PART OF 7TH SUB ASSY 
SEE ALLISON DEALER FOR REPAIR PARTS 

SEE FURTHER BREAKDOWN THIS GROUP 
FOURTH REPAIR KIT AND/OR PART OF 4TH KIT 
REFER TO MCI FOR APPLICABLE NUMBER 
REFER TO MCI FOR BREAKDOWN LOCATION 


VIA Bop (gy op! 
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